INDEX 


to 


Proceedings of the City Council 


of the City of Lansing 


January |, 1926 to December 31, 1926 


ACCOUNTING AND AUDITING— 


Com, recommended Jerome-Harris Co. make Annual 


PIRGUMTRME Sted ol tics a's. 4, Weal « igh tas cn ae rein AOR arias arene ee June 28, 
LARegnemnthorizing Above atidit! oi. .06. 40 ee cqe cue nend oe June 28, 
W. & L. E. Bd. ask that C. E. Calkins make audit..... July 12, 
Res, Mr. Calkins make audit, referred ..............00 July 19, 
Jerome-Harris Company present audit .............25. Aug. 2, 
Res. Mr. Calkins make audit, tabled—Com, Report.....Aug. 2, 
Res. Mr. Calkins make audit, adopted ................ Aug. 9, 


ADVERTISING, ETC.— 


Mayor appoints Committee to recommend expendi- 
ture of $5,000 placed in budget for Advertising— 


PEN AORLOVeT UNE GATARAM, oiccac.cmnomews eee vend eneds May 24, 
Com. Rep. re. expenditure of $2,500 for survey.........June 28, 
Res. re. employment of Prof. A. Forsberg, M. S. C. 

to make survey for $2,500.......... June 28, 1926 and July 7, 
Res. to pay $1,200—pamphlet, advertising Lansing...... July 12, 
WADOVE TESOIAHION COPPIEd 20 den cog cis cane caecsegeo venue July 19, 
Com. re. $100 appropriation, High School Band........ July 19, 
Res. to appropriate above $100............ July 19, and July 26, 


Res. to appropriate $1,000—American Legion Con......Aug. 18, 


Above $1,000 to be transferred from Contingent Fund..Aug. 18, 
Res. to advertise paving bond issue................008- Aug. 23, 
Res. to rescind above res. and new res., carried....... Aug. 23, 
Prof. A. Forsberg addresses council on survey........ Nov. 15, 


Prof. Forsberg to prepare survey material for Janu- 
ALY WSks 1S4HO .OF -NEWSDAPOEE ls 6 isc Wead ua ee eed a whe Dec. 20, 


1926 
1926 
1926 


1926 ~ 


1926 
1926 
1926 


1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
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AIRPORT— 
Mayor requests City Affairs Com. to meet with Repre- 


sentatives of Dept. of Commerce, re. Airport........Nov. 29, 1926 
Ald. Troyer makes oral report re. Airport............. Dec. 6, 1926 
ALICE AVENUE SEWER SYSTEM— 
Beviewine Assessment: HOU. oss occ dessin cnesvene Jan. 4, 1926 
Reviewing Asséssinent RROll oid... 60s scale o0 00 pele s evise Jan. 11, 1926 
: EVD FVONM Er CE Dame CCB cy Oss A Jan. 18, 1926 
ALICE AVENUE—Grade and Gravel from Ontario street north— 
Supt. Pub. Wks. reports actual cost ..........eeeeeeeee Jan. 25, 1926 
Pore lain, ies, 113 eis Ai seas qe ye ge ob aeseds Feb. 1, 1926 
Assessment: Roll- presented’ .7..6 fo 7 ot rt we oe ee Mar. 15, 1926 
Denne rr, OS. TES cick ds vs eck don thes vs we Wb see saa os Mar. 22, 1926 
Reviewing Assessment: ROM THIN et. cans pene ten ess Mar. 29, 1926 
ena ae el rante eNOS UA ays tae is dis oad Soe bie ath sua ating we, ledesny ds Mar. 29, 1926 
Roll ordered corrected to actual cost ..........-ceeeee Sept. 20, 1926 
Assessment Roll presented—actual cost ...........00ee Oct. 18, 1926 
Ppue smprovement Res, V ciis\dos ces gs vew ees os ease ns Oct. 25, 1926 
ALLEY S—Miscellaneous— 


Pet. to name alley in Block 1, O. F. Barnes Sub. of 


Block 27, Leonard Court—(See Ordinances).........June 7, 1926 
Committee Report on Leonard Court.................. June 21, 1926 
Res. to name Alley, Leonard Court, referred............ June 28, 1926 


Pet. from Ewing and Granger to close Alley, No. 


Washington temporarily, adopted...................- Nov. 


8, 1926 


ALLEY—Block 1—Grade and gravel—Mfg. Add. No. 1l—east from 


Hosmer street between St. Joe and Main street— 


Sr, W. presents actual COSt... 0% 66.000 075s clee seadee’s Jan. 
Public tmp shRes TL steak «ek oe MR ate Feb. 
Assessment Roll, estimate cost .........c ccc cece eueeee Mar. 
Public wisape Ress DDT cs vislsce.t-cloiaiecns ore Mews hhels bead athe as Mar. 
Reviewing Assessment Roll Us... Ws Oe ae ee Mar. 
Pableminp.) Res: TV wishes th des eh. das nana ore ltt Mar. 
Assessment Roll presented, actual cost.............005 Mar. 
POI. RESAVIV Shut Da vac Gn oatelt bie Wadd ae aumeneaaes Apr. 


25, 1926 - 


1, 1926 
1, 1926 
8, 1926 
15, 1926 
15, 1926 
29, 1926 
6, 1926 


ALLEY—Block 6, Manufacturers’ Addition—Grade and gravel— 


MPa T ATM Ra cet ah a: asus tai, /s au)  0/v-al gh ceeds a harsuaere nares ego Dec, 


ALLEY—Paving in Block 6—Turner to Center Street— 


mesessinent “Roll, actial Cost i) o ccc. tae cc se ibe s nclenes Feb. 


ALLEY—Paving north to Alley east of Turner Street— 


Res, to return roll—actual cost—20%-80%............ Feb. 
Assessment Roll, actual cost, presented................ Feb. 
Pepe inp, Res. Most asvspcaes ois OMe oo Sale eee Mar. 


30, 1926 


23, 1926 


1, 1926 
23, 1926 
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ALLEY—Grade and Gravel Block 19, Park Place— 
Su Ps WV. ditected to: proceed). fv.o.s eis Oh deers May 3, 1926 
Sr Pui Wl. Presents, COSt. cc. cadaaieh oils. ose tea LE, Nov. 29, 1926 
City, Engineer, presents. cost ....j0cssewndeveadeede odes Dec. 6, 1926 
Buble ini: Rest UE shad. hatte os Ba wee a. AE Dec. 6, 1926 
Assessor Campbell presents estimated cost roll........ Dec. 30, 1926 
ALLEY—Grade and Gravel, Block 21, Park Place— 
SP. Wi reports. actual cost j .66biis. orks shee «....Jan, 25, 1926 
Assessment Roll presented—estimated cost....... Pita Feb. 8, 1926 
eric Rats WeOS: FEL. i. sa vt canteen ve Se eldas Bye who ek as Feb. 15, 1926 
Reviewing Assessment Rolls ............ fe NAD ayuca ohabereie aoe Feb. 23, 1926 
Public. Inprovement Res. [V0 fe Mar. 1, 1926 
Res, to ret. roll for correction to cost.......... Aba tat Aug. 30, 1926 
Assessor presents roll to actual cost...........eeeeeees Sept. 7, 1926 
ALLEY—Block 242, paving, 175 ft. East of Larch Street 
and 110 ft. South of Michigan— 
Enginéer reports actual cost oo... eee dine dies Mar. 15, 1926 
Assessment Roll presented, actual cost................Mar. 29, 1926 
PRR SHY MA VRCEGS 0 '5',8'sa ke’ via's Wc cicia'nd ole alsnes oo he adea ..Apr. 6, 1926 
ALLEY—Block 244, paving, Cedar to Larch, north of Michigan— 
Eitri RES) OED cede ccmace nee cae eeeacaecn nade Feb. 15, 1926 
Engineer presents estimate CoSt ........ceceeeeeeecees Feb. 15, 1926 
Engineers’ reports actual ‘cost 3. asd. occa ce nsec ecdeue oo Mar. 15; 1926 
Assessment roll presented, estimate cost...........e.- Mar. 29, 1926 
eenney Were eS NEL: og bee ee be yee dw oda badddmewy oe lemies Apr. 6, 1926 
Ctr We RtRas ON. bos ces cestassnerudaredeamusde bens Apr. 19, 1926 
Reviewing Assessment Roll 2.0... 0... sc cccecceaes mee Apr. 19, 1926 
' Assessment Roll presented, actual cost................ Sept. 27, 1926 
ALLEY—Grade and Gravel, between New York and High Streets— 
Spe Wve LEPOLES! ACtUAl COSbe. a cvrdcans sacains ae dane Jan. 25, 1926 
ESTER CoAMMETNETs ICES yy UE oho. titteeodcerag cae geannidiane eofind yanarae ele Feb. 1, 1926 
ALLEY—Grade and Gravel, between New York Street and Massa- 
chusetts Avenue— 
Petition ........ Pp taals. as Tak Dent arc ahas eee name netics oaks Mar. 22, 1926 
MC UUED) FORO bse asic bie ro cig eee OR see hevew estes July 26, 1926 
NEY EGU MOGs he ok kad cx sda wee ceed his see denwe at neers July 26, 1926 
PPE Vs GIPOCLO EO: BTADE ogo 5 on ocd 6 ncgerpnniere.s se crimes Aug. 23, 1926 
CREAUNY, TOROPEE COS. 26. ci aciecd acne ce ithe es uaenpe ce Nov. 29, 1926 
City Eiimiieer reports COSt) 6.4.4 656 acces ada ls ava te oh Dec. 6, 1926 
Prrmrectatpy, ea. TE eich ciin ces cpangeninagcecaeds eer Dec. 6, 1926 
Assessment roll presented—estimate cost.............. Dec. 20, 1926 
bie ibe IWESHUEEE. 4.006 elecds are eeaevan ee eee Cee F Dec. 30, 1926 
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ALLEY—Grading between Massachusetts avenue and New York ave- 


ALLEY—Grading between High street and New York avenue from 
Franklin avenue to North street— 


nue, from Franklin Avenue School to Oak street— 


SU, OM. TEPOTtS. SCttal MOS ip oreicsees vaina soa ce yebere edad Jan. 25, 1926 
rey Ntt),. GA, Plas apeatsiminean + Bien dees Sacer s Vee Feb. 1, 1926 
Assessment roll presented, estimate cost.............. Mar. 1, 1926 
Pamiie i, Bets: Fides cose st avon Hien Sor cBecbad Mar. 8, 1926 
Reviewing assessment roll ...........ccccccesceeeceees Mar. 15, 1926 
Deeme Snag. Tees De bial ates oh vS6N. Abies da eotie Mar. 15, 1926 
Assessment roll presented, actual COSt. +... Reena Mar. 29, 1926 
Pe i. es oa on win ecdsnestav ses Seale des Apr. 6, 1926 


Assessment roll presented, estimate cost.............. Mas. 1; 
Pecie Mae. Hee. TU, ous: sits pncceseysias aes coawacaee Mar. 8, 
Hearing of appeals—Wm. Hogan complains........... Mar. 15, 
Hearing of appeals tabled one week.................4. Mar. 15; 
Reviewing assessment roll—extended one week....... Mar. 15, 
Com. Rep. on W. Hogan’s complaint................45 Mar. 22, 
Reviewing assessment Toll ook. ceed st sv waasewne dae ware Mar. 22, 
AE DCS UTD SCE Ss wl as 5. oi 'y 0 avs Wines cate dws as araigesne- Ghee peeibe BS Mar. 29, 
Assessment roll ordered to actual cost.............008 Sept. 20, 
Assessment roll presented, actlial<cost); tisas cee eee Sept. 27, 
PING, PBB os cose dnc cd00504 Ae ee Oct. 18, 
ALLEY—Grading between Massachusetts avenue and Vermont 
nue— 

i Oi iiges baw na setts dahiben er Galy eeaee ee ne Sept. 27, 
SPMeDErE OF GOMIMNILIEE Giccliiiss so sdsasswar¥evswdes eons Sept. 27, 
Resgtalarcasiran tat, URES NG ok pei. 5 asayarncz ete ae anens ere Matera, s tans Sept. 27, 
Some wwe directed, toxeradess cc sscuds serena bigs oe siae ews Oct. 34) 
She ww asreports actual Cost, ..5.5.685 ccs esau anes omgure Dec. 20, 
City Engineer presents estimate and actual cost........Dec. 30, 
Pe GD, FCSN 62k ce Revive pee veaaes os Meee Dec. 30, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


ave- 


1926 
1926 
1926 
1926 
1926 
1926 
1926 


ALLEY—Gravel and Grade between Clifford and Lathrop—Kalamazoo 


and Marcus— 


PO 8 San sb esc e as dana eae ES tee eda pads ees Apr. 26, 1926 
Committee report ........ bg merhegtias saris sen he ace mae ooo May 3, 1926 


ALLEY—Grade and gravel from Francis to Mifflin, between Kalamazoo 


and Prospect— 


MAMIE 5 5.05.0 ds eae eye baal idee acne > 14 CORE eR me Sept. 27, 1926 
Gommittee ireport: <5 264.42 6.0sc Peles d os bee 8 ee Ps Oct. 11, 1926 
Poblic™hiip.. Res. ole s..34 062535 bse CMs ches Sea Oct. 11, 1926 


ALLEY—Grade and gravel between i ae and Allen streets— 
MAUICIOIND ads. hace See eee Dae oe pba 5 SOLE te May 10, 1926 
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ALLEY—Curb and gutter between Shepard and Allen streets— 
ROGENIO Tr phic bond bi tind 26. iec hea tae ae gs yereitlont alas es abacare wad May 10, 1926 


ALLEY—Paving between south Washington avenue and Lee street and 
from east Elm to east South street— 


UN NES orice See Bahco Beis Reed Mae ee RA eu ds SOR Apr. 26, 1926 
City Engineer to give estimate—brick and concrete....Oct. 25, 1926 
Engineer submits estimate—brick concrete............ Nov. 15, 1926 


ALLEY—Grade and gravel between Princeton and north Logan, and 
extending between Oakland and Daleford— 
Petition 2... nee cece tee eee eee cece eee e een enene eee nes June 14, 1926 


ALLEY—Grade and gravel between Bradley and Davis— 
Wen BD. Tes. EL. vite cnde ced ie css ct oh00 gett pen eg eee Feb. 1, 1926 


ALLEY—Grade and gravel between Kalamazoo and Hillsdale and ex- 
tending from Cedar to Beech street— 


Supt. Pub. Wks. directed to proceed ..............005: May 3, 1926 
ALPHA STREET SEWER—Pacific to LincoJn— 
LC SE a a ce: cy Se ae a eee Jan. 11, 1926 
Commitee TEPOE: ois nsls vos eRe re eme tees eo ee. Jan. 18, 1926 
Canst. Sewers and Diaing 1 oois. bic cuca sancne kee aden Jan. 18, 1926 
Clerm aie: fo -adv. for bidsidin hui heb coe ue ens eee ae Nov. 8, 1926 
Const. Sewers and Drains Ff. 0... joe. ccc i ee wesncuwoees Nov. 8, 1926 
onsts Sewers: and Drains Ut fi.citees odewaateceiecatiog Nov: 8, 1926 
Engineer presents release of right of WEE wat cate eee Nov. 15, 1926 
FReaBIN OMe AP PEAS Ginis.0.trG-b% atu sueda clon now Ceo we Nov. 15, 1926 
RAPER OR IOS | 6 cK ovid'side apes seeds ea elt wh pwd canbe oe 614 Nov. 15, 1926 
Contract awarded John Bray ............ Nov. 15 and Nov. 22, 1926 
Engineer presents estimated cost...............00e005 Nov. 29, 1926 
Const. of Sewers and Drains III....................:.Nov. 29, 1926 
ALSDORF STREET—Grade and gravel, Weldon to Birch— 
meant Ey WW. eeports actual cost..i iis. chase de celeens dies Jan. 25, 1926 
FEA eu by BLM Mir py em ERS hol cs to ora dren! avd a Wut Hee aR os eter Feb. 1, 1926 
Bviihiem ini oy GRESieDMs sis ..c say adn ole aa o Rehee Heo Meee Feb. 1, 1926 
Assessment Foll,-estimate cost. ..6.c.es..sese var ec cena s Feb. 8, 1926 
Public Imp. Res. III............... eee eee Feb. 15, 1926 
mewlewing assessment roll 2 i oc ec cs coc dic ina ckia dactes Feb. 23, 1926 
Re LEDS CGAY obese cvevens dp deans nda deewled oars Mar. 1, 1926 


AMERICAN. LEGION— 
Com. P. Eger, re. funds, etc., American Leg. Con- 
ite SEE GRIMS FORME PMO ho 8 rinse ote ich aecaiay meet rae tia “Mbaveva wv Aug. 9, 1926 
Col. Gansser addresses council, re. ConnSitton, 9-4-26..Aug. 9, 1926 
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Appropriation-of $1,000 for American Legion Conven- 


LO) Tk (ee ree 2 EPO EAE ghee ales apst sa ER Se Aug. 18, 1926 
Res. to make convention period a “Home Coming”....Aug. 23, 1926 
Legion.expresses thanks for city’s hospitality......... Sept. 20, 1926 


V. F, W. ask use of Market, sale of Christmas trees....Dec. 6, 1926 


ANN STREET—Vacation of— 
_R. H. Scott and wife closing of certain alleys and Ann 


We 8 OR OE | SIE PU Tame Ee Sh a May 3, “1926 
Bd. of Education ask closing of certain alleys and 

NN gn Rica nok exisnn abadiettoeshaeoeeh May 3, 1926 
Committee Report on above petitions............ ery June 7, 1926 


City Clerk reports receipt of deed, alley, R. H. Scott...July 12, 1926 


ANNEXED TERRITORY (references made in 1926)— 


Territory comprising 8th ward, annexed............... Apr. 1916 
Piece of land one-half mile in width on west and south 

Orta INERT. ay ‘y's 4 og 5's sikh boxes ol We eo heey neous Apr. 1917 
“Ziba Downer Sub” lying between east Grand River 

avenue and east Saginaw street, annexed............ Apr. 1925 


Also, land southwest of city, including Riverside 
Homes Company plat and Francis Park, etc., an- 


emobEs SASS Oe ees .8 thot Apiheds 6b o.ne4's Spates oe Apr. 1925 
APPLICATIONS— 
ad fe D. Scott files application for gasoline tester......... June 7, 1926 


APPOINTMENTS AND RESIGNATIONS— 
Mayor appoints Christie, Troyer to fill quota of nee 


(ROIS ST ee ey ene let a ee ei ae Se SM. Feb. 15, 1926 
Judge Steinkohl resigns as Municipal Judge.......... Mar. 29, 1926 
Mayor appoints J. McClellan, as Municipal Judge..... Apr. 12, 1926 
Mayor makes various Board appointments............. May 3, 1926 


Res. to -vote separately upon appointments.,........,...May 3, 1926 
All appointments confirmed except C. Herrmann, 


IN) Gere ee a oe... aide he Santis Bus. ver aeeiabatandlan sown otidtgeiOe waie.May “3, 1926 
A. B. Morse appointment to Bd. W. & L, E. recon-: 

sidered and not confirmed, 4... .(.4idyisewiess ale ovate oes May 3, 1926 
Mayor again appoints Herrmann and Morse, W. & 

A eg Mads ne bp dade tbe avn Sanars Uaeanl ee ne May 10, 1926 
Above appointments not confirmed............... ....-May 10, 1926 


Mayor: appoints Board of Appeals—Chas. Spurway, 
Dr. M. L. Holm, J. H. Larrabee, O. E. Eckert, H. 


ONES os gs g «+45 nes oo \ Be ii car adn nic aeta Stack re A May 13%; 1926 
City Attorney gives opinion on W. & L. E. Bd. Ap-. Ao? 
SEO IMMA Yi. ais oH Ohinande MAES sok s ow enee> oOetaamaeds May 17, 1926 


(City Attorney’s opinion held valid by Circuit Court 
CONE ae ne Ua gel «SES EEA “eee tye Oct. 1926 
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Mayor appoints City Plan Commission—(See City 
SPE Fath MBO NUINISSIORL)... 2c Mie wis-s os. exe TMS ase tre Wy, acaaelerace whee June 14, 1926 

Appointment of H. H. Hardy, to Bd. of Health in 
place of Leo F. Fitzpatrick, resigned ................ Aug. 23, 1926 
Ray Potter resigns from Police and Fire Board.......Dec. 13, 1926 

Mayor appoints Bruce Anderson to Police and Fire : 

VO AGC Nn cr6. cn, ecseeWer ts hala coic.d AAT eo, Gono OOM aaa eke HRC UE Dec. 13, 1926 

Geo.. Rowley resigns, Ald. 6th Ward account of re- 
PEON Ear eC RR IO OCC RR ES eter Cara mere ta Dec. 13,. 1926 

Pet. asking for appointment of A. E. Vandawalker, 
PGI GCA S LEN sera oc08 fre. are bo warts aecas sald as Soe RO ....Dec. 13, 1926 

é 
ARPROPRIATIONS— 

Ingham Co. F. B. Association ask $1,500 appropriation 
; ror Presh Air. Camp, referred ja o0.3 cag otesnecbans <43 July 12, 1926 
iF. E. Mills and Miss Tenny, address council........... July 12,. 1926 
Committee report, $1,000 appropriation.......... eve cee POY ES, Oe 
Res. to transfer $1,000 to Poor 1-B, above...... rice ae July 19, 1926 

Committee report and Res. to appropriate $100 from 

advertising fund for High School Band at ates 
tee teen acts s o'e sa a .u'e Bie ala! shay cin ielns Gate: «Gand Rea July 26, 1926 
Bill for sesqui- -cent’l expenses referred........0...e08 July 26, 1926 
Committee, report negatively fois Ge veg yscaes onder sages Aug. 2, 1926 
Ingham County T. B. ask additional appropriation....Aug. 18, 1926 
' $1,000 appropriation for Am. Legion convention....... Aug: 18, 1926 

ASPHALT AND ASPHALT PLANT— . | 

G. T. R. R. offer lease of parcel of land. for Asphalt 
MUMMERS AGS eect g eRe hg hs canine Sakon Ps ret Apr. 6, 1926 
Res, that Mayor and Clerk sign ‘above LEASE Serer ps6 cues Apr. 6, 1926 


Res. to insure plant with Columbian N. F. Ins. Co.....Aug. 30, 1926 


ASSESSORS AND ASSESSMENTS— 
'- Unlicensed dog check, $429 received from Assessor 
.John Bennett by Police Dept. for making com- 


pilation Rete or ts be a ohe tie Pek en ee tee ine Lee -July 


ATLAS "AVENUE-Grade and gravel, Smith to Mt. Hope— 


Assessment roll, estimated cost, presented tei aP Nace Mt ee Jan. 
ee eR, LED soa. os ohn as i 44 sah bguwan ve dos aaa Jan. 
Pepe vee Pebarts acttial cost... ....2ciiedeskeacsteacess Jan. 
Reviewing assessment roll ......... Be Soc ne ee eee Jan. 
Res, to return roll for correction ...... RP PM acts ae ahi Feb. 
mols) Tip. Mes. AV. oo. gd. . oe os eth DNAS ius ales eernebs 
Assessor presents roll, estimate cost .............e00 Aug. 
Feolic (improvement, Res, Vii. 2....0..08s 00d. lees ede Sept. 


7, 1926 


11, 1926 
18, 1926 


25, 1926 
1, 1926 


15, 1926 © 


30, 1926 
20, 1926 


JS) 2 ga ee 2 S Aa  e 
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ATLAS AVENUE—Curb and gutter, Mt. Hope to Smith— 


Engineer reports, acttiall cost. ...¢...c08..ccbse00ees Mar. 15, 1926 
Assessment roll presented, actual cost.............. ..Mar. 29, 1926 
Public Imp. Res. V......... Wee St aia k ns fwd oe e Apr. 6, 1926 
“AUDITORIUM (Prudden)— 

Annual statement received ............cccee cece euvees Jan, 25, 1926 
Res. re. committee to investigate management.........May 3, 1926 
Mayor appoints Potter, Graham, Christie.......... ..-»-May 3, 1926 
Committee recommend continuance, present man- 

FOTO eae eens, cnn eee ee ee eit May 10, 1926 

AUTOMOBILES, MACHINERY AND EQUIPMENT— 

Res. to draw warrant for street flusher, lost........... Mar. 22, 1926 
Res. to reconsider, adopted .........cce0ee000 ri ee kee Mar. 22, 1926 
Res. to draw warrant for street flusher............... Mar. 22, 1926 
Police Dept. to use confiscated Dodge truck.......... Nov. 22, 1926 
Res. to purchase 80 sets, license plates..............05. Nov 22, 1926 

BALLARD STREET—Curb and gutter, Franklin to North street— 

' Engineer reports actual cost..........c.ceseseecseeees Mar. 15, 1926 
Assessor submits actual cost roll.............0.00 eee Mar. 22, 1926 
PAH NET A AIRGStO Vass tock sos ss Secatilel s wkoaaueaw ede Mar. 29, 1926 

BANKS— 

Comptroller directed to make annual contracts........ May 10, 1926 
Mayor and Clerk to sign annual bank confracts....... June 14, 1926 
BARNES AVENUE—paving from Beal to Logan— 
PNPINEer TEPOrts! ACTUAL LOSt ens x. sons cv arc ave vow aroun Feb. 8, 1926 
Res. to return roll for correction to actual cost........ Feb, 15, 1926 
Assessment roll, actual cost, presented.............06. Feb. 23, 1926 
SE SOO i seal oa ac pase eae whe ne eens ‘Mar. 1, 1926 

BARNES AVENUE—Widening— 

City Engineer directed to straighten, referred........ July 12, 1926 
City Engineer directed to make estimate............... July 12, 1926 
J. W. Corbett and J. E. Bell address council, re. 

Widener. Barnes aVveritleanWhin. oeiegcccs j Saat ethoaae ms July 19, 1926 
Committee report on widening ................eeeeeee July 19, 1926 
Engineer presents estimate .............cceceeececuces July 19, 1926 

BARNES AVENUE—Grade and evel Logan to Weldon avenue— 
PEND. ', Sau tls pow Pewee anes eer ewes ee ot Dis ta Nov. 15, 1926 

BEAL AVENUE—Curb and gutter, Mt. Hope to Gordon— 
Engineer reports actual cost ............0e6: a Mar. 15, 1926 
Assessment roll presented, actual cost.............+- Mar. 29, 1926 


Pepe PMD, Res. Vis es ih po Pee aisle ro ow soe vale oan Apr. 6, 1926 
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BEECH STREET—Curb and gutter, Kalamazoo street to St. Joseph 
street— 


viCity -Engineer directed :to construct. 6. cce ee. nentsececes Jan. 11, 1926 
POG. EMEP. ARES Lb ot. Hey Ames hac tase te cB, sea cine some Jan. 11, 1926 
Assessment roll, estimate cost submitted.............. Feb. 23, 1926 
BGbiic inp: Hes. TEBE A...8)..i0s he + cardomdmavigttrond St Danes Mar. 1, 1926 
Reviewing assessment roll ...........ccceececuseeaees Mar. 8, 1926 
Engineer. reports’ actual: GOStws ..6<.s.08siew sea Weeekctnnes Mar. 15, 1926 
Assessor presents actual cost roll......... phe Rmaaet Mar. 22, 1926 
meres DN ELOG: Vi vinmictes oan isceiie hiasiarn aterm, erage on Mar. 29, 1926 

BEECH STREET—Curb and gutter, Main street to the river— 
Eigineer ceports actial €oStu. oh. 2000 al 4 vant DR Mar. 15, 1926 
Assessment roll presented, actual cost..............0+- Mar. 22, 1926 
Public Imp. ‘Res. Vi.......080: Saleh ikd ede titi hate Mar. 29, 1926 


BEMENT STREET—Curb, gravel and grade from Jones street to 
Holmes street— 


Engineer reports actual cost... 6. iesceccss dv evedceecue Mar. 15, .1926 
Assessment roll presented, actual cost...........c0ee008 Mar. 22, 1926 
OMG Latiis. BOGS. Visa uly cap bee vic ds so Odd og. debe hes Mar. 29, 1926 


BENJAMIN DRIVE—Curb and gutter, Thompson street to west end 
of drive— 


Engineer reports actual. cost. oo) <iiicia actA sae oes oon Mar. 15, 1926 
Assessment roll presented, actual cost...............0. Mar. 22, 1926 
Bape, es. oh eee ee CA Rh Rc ee ev eee Mar. 29, 1926 


BIRCH STREET—Grade, gravel and curb, Hillsdale to Lenawee 
streets— 

CCG Fo aee cin wks Radice act eenns PEN, ae eo See May 17, 1926 

RAMOS MOONEE itis a pancened cy dw isativin + aivar sake May 24, 1926 


BOARD OF APPEALS— 
Mayor appoints Board of Appeals—Chas. Spurway, 
Dr. M. L. Holm, J. H. Larrabee, O. E. Eckert, H. 


Aa) Sigdeh tose weet Ponvket hames?e valde May 17, 1926 
Mayor’s communication re. compensation............ May 24, 1926 
Committee reports on compensation.................0. June 7, 1926 


BOARD OF CANVASSERS— 
Meeting of Board of Canvassers for special election 


EHPAN (itl em EO Rennie otis, o 8S Saha AA Eelac a nena heads od Apr. 8, 1926 
Meeting of Board of Canvassers for primary election 

EPS cravat onen hams nu Sept. 14, 1926, Sept. 16, 1926 and Sept. 20, 1926 
Meeting of Board of Canvassers for general election 

oe? ee itteldcld Ba 0.0 Saget nest ines big a wOMs 2; D926 Ov. cei 


Recount for 3d and 5th wards....... 19 9 te geen omega mas Nov. 5, 1926 


— 
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BOARD OF CEMETERY AND PUBLIC PARK COMMISSION- 


ERS— 


A. G. Bishop and E. D. Gibbs appointed to Board...... May 3, 1926 


BOARD OF EDUCATION— 
Refuses to accept deductions of uncollected school 


tax, personal property 1917-1924..........ccccnsceres Jan. 18, 1926 


Committee reports school tax is payable............... Feb. 8, 1926 
High School building site committee appointed to 
REINS TERS WV AUT nh cist cies en ny sich once Sena. Bhs evceusiade tasnvd- adele eas Pa Feb. 23, 1926 
v Res. to use Ferris park as High School site, tabled....Apr. 26, 1926 
Vv R. W. Cooper and H. S. Wilson address council, re. Mid os 
CRMC M I SME: aah busin Fee aa oe ded OOO aad dn wee May 3, 1926 
- Res. to use Ferris park as High School site, tabled...,May 3, 1926 
Communication President Cooper re. payment school 
and one-mill tax on delinquent taxes since 1915..... Dec. 20, 1926 
BOARD OF HEALTH— 
Addition to isolation hospital, recommended.......... Mar. ..8, 1926 
Res. to include $25,000 in budget for above............ Mar. 8, 1926 
Dr. M. L. Holm and J. H. Larrabee appointed to 
[Paey tale We Cael 0 UR: Se a ge ee May 3, 1926 
Committee (building) recommended Engineer build 
Soe G0) HOSDIERIC lab 60s. a oss eae eede eons May 10, 1926 
Appointment of H. H, Hardy to Board (Fitzpatrick : 
Seo 3453 (00 ae SMe en a 9" Aug. 23, 1926 
BOARD OF POLICE AND FIRE COMMISSIONERS— 
D. D. Lewis and Ray Potter appointed to Board....... May 3, 1926 
Rayabotter resignsiton Board si. hexdcte ns 00d eaitcite Dec. 13, 1926 ° 
Mayor Doughty appoints Bruce Anderson to fill va- 
cancy caused by R. Potter’s resignation...:........ Dec. 13, 1926 


BOARD OF WATER AND ELECTRIC LIGHT - COMMISSION# 


ERS— 
Supt. W. & L. E. Board asks: radio inspector: 7. +...2.. Jan. 18, 
‘Res. W. & L. E. remove poles, certain streets:......... Feb. 1, 


~ Ask permission to cut Michigan avenue pavement....Mar. 29, 
C. Herrmann and A. B. Morse appointed by Mayor 
to W. & L. E. Board; Herrmann appointment un- | 
confirmed, Morse anppnement reconsidered and 


get contrmed’ be. 20). 2. eI it A ee a May 3, 
- Mayor again appoints Herrmann and Morse........... May 10, 
City attorney gives opirion—above appointments...... May 17, 


Mayor’s appointments to W. & L. E. Board con- 
sidered valid—Circuit Court upholds attorney’s 


1926 
1926 
1926 


1926 
1926 
1926 
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Ask permission to cut pavements ...........cceeeeeee es JUNE: 
Board ask that Mr. E. C. Calkins make audit..;....... July 
Resolution granting request, tabled, .......c.0ccedeeuee July 
Committee recommended Mr. Calkins make audit..... Aug. 
Above resolution carried, August 9...............0.05. Aug. 
Request to cut Genesee street pavement............... Aug. 
- Committee report on Grand River avenue lighting..... . Sept. 
Committee W. & L. E. Board re. Grand River avenue 
MEGS EUG TSNES chert, ov eve, oh Xr snare, arorearet ge: oterneew atetaee on WOMEN oa Maavee’s Sept. 
Res. to transfer Cedar street fund to Grand River 
BUCTUCE eo dl Son caitad vas Dette ds MEG ek % a. elk see Sept. 
Board recommends condemning -Turner property, 
MT RCCL Ns 5's. dake G24 caw duee LRA ew etal Mow ieee Nov. 
Res. setting hearing for condemning, etc............6.. Nov. 
Hearing on appropriation of Turner property......... Nov. 


Board effect settlement Mrs. Turner, sans condemning... Dec. 
Board submit house connections, Pennsylvania ave....Dec. 
Board submit house connections, Magnolia avenue....Dec. 
‘Board submit house connections, High street.......... Dec. 


Aajace separ 


‘Bonds approved—of Albert Witt, Carlyle B. seat .. Jan. 
» Petitidns to submit bond issue at April disetidn, 


WM PIs de ile! 5.0.8 0. 3m de owes brane alae le aha MeL Feb. 15 and Feb. 

C. a Ferguson asks to be released seh Cab Com- 
PN NG Sie dO8 y's 2) Se EDAWN WA UG OE ee ROS OY Feb. 

“.City Attorney to prepare resolution for above pie 
DEA aes Chale oder te Sooo deat ov ev OU souk wee Bhat eae Ba July 
Request for special paving bond issue ./...........2...July 
Committee report negatively a: apenas Persusen re- d 
SETS hg eae 2 nei Onis Wanner os Aa site AM! OF Aug. 
Resolution ‘to subniit bond isstie} Sept ‘14, election..... Aug. 


Committee report and resolution regarding submis- 
sion* of bond issue at Nov. 2,'fO? Saginaw stréet 


bridge ....... saeicmt i Fath) oat alt Se eeeeds Sept 
Committee report and’ resolution régarding submiission 

of bond issue at Nov. 2, for paving ‘streets.......... Sept. 
Comptroller notifies tax bond must be filed............Nov: 
County Treasurer accepts bond, city treasurer........Nov. 


BRADLEY AVENUE—Curb and gutter, Smith to Mt. Hope— 


Preeeich COUTTS: ANG) GERVEL). cow ik ale weg cee pee cena cebeas Aug. 
Engineer presents plans and estimate..... i eee Aug. 
Peemicwimp. Res. 10006. ORR IRL DY ed alele’ Aug. 
APSE Ge lint MEMES? WEEE «sia !d eel A2 A aloe POMBE Sade oes el ate Aug. 
Assessment roll presented, estimate................ vOct 
BM PANG RSET o.oo ein « 0 Wie wales sa oe ee Oct. 
ipnemriiie tor vaiapieals.. 1. ici Wee. el aes Oct. 


11 


14, 1926 
12, 1926 
19, 1926 
2, 1926 
9, 1926 
9, 1926 
20, 1926 


20, 1926 
20, 1926 


15, 1926 
15, 1926 
29, 1926 
6, 1926 
6, 1926 
6, 1926 
3, 1926 


11, 1926 
23, 1926 
15, 1926 


26, 1926 
19, 1926 


2, 1926 
13, 1926 


27, 1926 


27, 1926 
15, 19267* 


29, 1921 
~~ 


23, 1926 
30,°1926 
30; 1926 
30, 1926 
4, 1926 
11, 1926 
18, 1926 
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BRADLEY AVENUE—Grade and gravel, Smith to Mt. Hope— 
Petition (cutb. and Gravel)’.os sds conc as doves Heeb « Aug. 23, 
WGMmittee “LEPOLe : vid cre. saoewae bee sare Sana + saRladabne ees Sept. 20, 
Pople wnt. 6s. Dig Hatt gate God cade vss va eSavekey eae Sept. 20, 
ive. v2. Peporte. actual COKE ode oes 5s auesis vpavew he oes) Nov. 29, 
City Engineer reports actual cost .....-...ccececescos Dec. 6, 
Finic Improvement Res, 10... o.6 ots ok sas ede cdes Dec. 6, 
‘Assessor Campbell presents estimated cost, roll....... Dec. 30, 

BRICK— 


Res. to sell old brick, Cedar and South streets 
FO StH gt er okc teas matte ahs cated Oe Aa Kot has Moe oaks ee ce es July 26, 


BRIDGES—General— 


Res. to build approach from Shiawassee street bridge 


to John Meagher’s coal office, tabled................ July 12, 
Committee recommend construction of above ap- 

BGOACHY Bseis cscs aod ciate eon e vsiw ream ouen mecuunases Oct. 11, 
Res. that City Engineer construct............cceeeeeees Oct. 11, 


BRIDGES—Kalamazoo street— 


Mayor asks committee investigate completion of.......July 7, 
Petition to surface with asphalt ..............ccceeeeees Oct. 4, 
Res. to surface with asphalt, lost................0000: Oct. 4, 
Com. from Engineer re. reduction in price............ Nov. 8, 
Com. recommend approval Engineer’s recommenda- 

PS 208 ay cain vik as WEN na hve Gs Olas uta wees Nov. 15, 
Communication, Koss Const. Co. re. contract.......... Dec. 30, 
Final settlement: CfECted . .o:.6 cc isies 65 oa cie'eld ve ele loaus olds Jan. 3, 


BRIDGES—Saginaw street— 


Committee recommend submission of bond issue for 


$100,000 for Saginaw street bridge, November 2d...Sept. 27, 
Res. directing Engineer prepare plans, estimate...... Sept. 27, 
Res. to submit bonds and form of ballot, etc........... Sept. 27, 


Res. to submit bonds and form of ballot, etc............Oct. 4, 
Note :—At submission of bond issue at Nov. 2d 
election, this improvement issue was lost. 


BRIDGES—Widening Washington avenue bridge— 


IP ESIAD IIE. 8.5% sterols leurs « « MARIA ceialea ocak s BODES cae Mar. 15, 
BUDGET— 
Res. re. filing of budget requirements................4. Jan. 25, 


Res. to include 1/5 price of Taylor and Moores add. 


Weed property, east Michigan avenue park, lost...Mar. 8, 
Res. to reconsider, carried ...........scsccessosseneres Mar. 8, 
Res. to include 1/5 purchase price, adopted............ Mar. 8, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 


1926 
1926 


1926 
1926 
1926 
1926 


1926 
1926 
1927 


1926 
1926 
1926 
1926 


1926 


1926 


1926 


1926 


1926 
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Res. to include $17,000 for So. Lansing R. House, 


TADICC eld ali Ripa Mets thd ORS AE ceaBelted MOM Ota GE as Mar. 
Res. to include $17,000 for So. Lansing Rest House, 
GEN C CIN a, PMLA, Se wets ee so av oe werner at Marcher cles wer es Mar. 
Res. to include $500 in 1926 budget, G. A. R........... Mar. 
Committee recommend $3,000 included in budget, 
RINE GN tac Be 2 dis hb 5. Heidhge: 8 ce a Plca 2 ngtiey nede es Apr. 
Res. to include $15,000 for So. Lansing Rest House..... Apr. 
W. & M. committee submit budget, tabled............ Apr. 
Res. to include $16,000, So. Lansing Rest House, 
amended to read $10,000 (lost): reconsidered at 
SERPERIMEL, a + ica medee sen dans Ss Kdetade meee eddies ateas esc Apr. 


Res. to include $50,000 entire cost paving to be made 


in one pavement, when, taxpayers are willing, tabled..Apr. 12, 
Above resolution taken up, and lost ................ . Apr. 19, 
Res. that budget be spread—$1,775,057.......... pitas Apr. 19, 
Res. to return W/M committee to reduce, lost........ Apr. 19, 
Res. to make budget special order—4-26-26............ Apr. 19, 
Res. to add $7,000 to garbage disposal fund............ Apr. 26, 
Res. to add $15,000 for jail remodeling................ Apr. 26, 
Res. to add $40,000 for paving streets—l payment, 

increased to $75,000, both res. lost.........0c.cceeeee Apr. 26, 
Res, to change car items $450 to $6,000................ Apr. 26, 

' Budget passed—$1,782,207.01 ........ccecececccvevececs Apr. 26, 
Pinal passage—$1,782,207.01.: : 2 car ceiete ck SN a May 3, 
BUILDING INSPECTOR AND BUILDING CODE— 
Committee recommend placing of $3,000 in 1926 

budget—for rewriting and publishing new code...... Apr. 6, 
Committee recommend Mr. Frank Burton redraft code. May 17, 
Res. mayor: and clerk enter into contract with Mr. 

ett SG SaaS Ce ya 4.04 000 aia 's cnbcubelence ages May 17, 
Res. Mayor and clerk sign contract, not exceeding 

NR Nh has og Mt tan 2x be a ts VA-w sated <b May 24, 
R. A, Beghold asks investigation re. permit to Frank 

Ferris, east Grand River avenue and Otto streets...June 28, 
Engineer Eckert submits prices printing proposed code. Dec. 13, 
Res. Engineer have 50 copies proposed code printed..Dec. 13, 

BUSSES— 
Res. to investigate routing and charges, E. Lansing....Mar. 1, 
Res. that Mayor confer re. additional busses.......... Apr. 19, 
Mayor notifies of additional busses, etc............... May 10, 
Pet. for extension of Walnut and Willow service...... Dec. 20, 
Res. M. E. R. cease from 10c fares on busses, until 

statement of actual loss is presented................ Dec. 30, 
J. F. Collins for M. E. R. makes report—bus opera- 

ROS UNI iat ole oo te ocns ous, ayuni'a fine Geen aod Mar agateoraes Sa TOS ae Jan. 3, 
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CALCIUM CHLORIDE— 
Com. S. P. W. re. purchase of car, calcium chloride...Sept. 20, 
Res. directing S. P. W. to purchase car calcium 
chloride ........ Aang ome eee Dire teeter ees Sept. 20, 
CALL OF THE HOUSE— 
ULES INOUE ffi see Sigatevn se neon hs bo elo os et ee Oct. 25, 


1926 


1926 


1926 


CAPITOL AVENUE—Curb and Gutter, North to Howard streets— 


Engineer reports actual cost....... badehantones ccmtarReiie are aieuarers Mar. 15, 
Assessment roll presented, actual cost................ Mar. 22, 
MN, MEOG 8 66D hii ods am. die bakin ocd De dae Mar. 29, 


CAPITOL AVENUE—Widening, Allegan sfreet to Ottawa street— 


NO oo elk ago sss dette Rakes Ath a WON cadh don dbs Feb. 15, 
Committee report ........ Poe et eT a bie, vais May 3, 
Res, authorizing Mayor to sign petition................ May 3, 
Sc Iea, IES, Le oi secre do-scece Bs contra ctbgentt anche Ae ae May 3, 
Re ORS, TE, iis < ibsihedia & vale Sores 50's «Bol aelets Oe May 3, 
Com. R. E. Olds Land Co.—re. widening.............. May 3, 
Engineer directed to proceed...........cccessceeeeaees May 10, 
Supplementary assessment roll presented.............. May 10, 
CRE. PRB, EN 5 ie-4.0 9d. 5-4 49:08 + belay 1 SRD dive aon Ay 
Reviewing assessment rolls ..........ccscecccssecvcees June 14, 
wave improvement Res, TV ..0....60000cccceresevesses June 28, 
Res. to remove city hall boilers...............,00000005 July 7, 
Above resolution to remove boilers carried............ July 19, 


CATCH BASINS— 


Petition for—Edwards and Birch streets.,............ Jan. 11, 

Res. to place catch basin’s at Prospect, Mifflin, 
eT GON oe sy o5.v.5 be ba dues 540 kee ede ee naa Oct. 11 

Res. to build at Helen and East streets............... Nov. 8, 


CAWOOD STREET—Curb and gutter, Saginaw to Hyland— 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 


1926 . 


1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 
1926 


JEVELOT ETOYS) Ae: -( nM el a: ORR ee RAT PRT APN Rar GR Oi Mar. 29, 1926 
GANIOE PEDO. i Ss evens cone ov5 ees RTO TS Apr. 6, 1926 
Pulte inp, Res, 1 oo... es cas Hekate Sus acs is ud oat age Apr. 6, 1926 
Enginger presents:estimiate reds veaiie cea ge des bamaledce June 7, 1926 
Engineer calls attention to re-grading..............06. June 7, 1926 
Engineer directed to proceed............... vecrtieotss pune 7,)1926 
Public Improvement Res. 11. ic. cic eae be eed June 7, 1926 
Assessment roll presented, estimate cost..............- Aug. 23, 1926 
Public Improvement Res. III..........6........ ayer he te Aug. 30, 1926 
Reviewing assessment: Folliiiias cocci cance be eae ee Sept. 7, 1926 
’ Public Improvement Res. IV......... Nett e tus Ae S ctalie’ Sept. 20, 1926 
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CAWOOD STREET—Gravel, Saginaw to Hyland— 


12-CAI S01) ee ec oe Baird daiscoiah pfctl’ Mar. 29 

Committee report .......... bye de See) ear wean eh anaes SRT pig oe Apr. 6, 1926 

Peblicilmprovement. Res. 1. cca. eiseands s adetie 0 Sees Apr. 6, 1926 

Oi rawr Girected: to: gravel... .inssieives els oboe Sept. 20, 1926 

S. P. W. reports actual cost ..........6005. oe arte Nov. 29, 1926 

City Engineer reports actital cost! i ..ecscbstcesieceie dss Dec. 6, 1926 

Pablie, improvement Res. [L.. icc ia. panei Jue oe Dec. 30, 1926 
CEDAR STREET SOUTH—Paving, Hazel to Mt. Hope— 

Engineer reports actual cost ....i05 06d iwhneetbes .Mar. 15, 1926 

eine Sie, Pee, EE. coc ewdds Qedce act dhuneyeh 4 emcnees Mar. 15, 1926 

Assessment roll, estimate and actual, presented....... Mar. 29, 1926 

Public. [Improvement Res. TI].........00sc000% ak ynit eo Mpet a Apr. 6, 1926 

Reviewing assessment roll ..c...:epevdcces ee haombe va Apr. 19, 1926 

Public Improvement Res. IV............. leatda'via@eaatta 6 Apr. 26, 1926 

Assessment roll presented» 4.044 ove Fewtateauntete teres Aah Oct. 11, 1926 
CELEBRATIONS— 

Committee on City Affairs report on July 4th cele- 

[a a ee em re. re caer ry Tra June 21, 1926 

CEMENT— 

Clerk directed to advertise for bids..........0...0005 May 10, 1926 

Cement bids received and referred to committee...... May 17, 1926 

Cwmmnitiee Festct all bids oi 26l cia. caves agi ne Sh daen May 24, 1926 
CHAMBER OF COMMERCE— 

Communication from United Brass. Co. referred...... Mar. 22, 1926 


CHESTNUT STREET—Curb and gutter from Saginaw to Franklin— 


Engineer -reports actual cost .....cccssiccnsceesdacts Mar. 15, 1926 
Supplementary assessment roll presented ............. May 10, 1926 
eee PRs (HRS: Ves ba Nos ce eae vdclgnl evade ke cents May 10, 1926 
CHESTNUT STREET—Curb and gutter, St. Joseph to Hillsdale— 
Engineer reports actwal-Gost ..6....ccceaccddecasehaital Mar. 15, 1926 
Assessment roll presented, actual cost..........0.s005 Mar.. 29, 1926 
Public Improvement Res. V.........cceseccceeceees ..Apr. . 6, 1926 
CHESTNUT STREET—Curb and gutter, St. Joseph to Main— 
City Engineer presents estimate ......... Li yadi A WOR eone't May 10, 1926 
mee Ped Ter COMBERMCE: sos aces wa le he SHEEN ERTS Lee Ss May :10, 1926 
Babtre? Pinprovement (Res. EL a. ac ssccaeaededsimedieea slttde May 10, 1926 
Assessment roll presented, estimate cost...... eget Oct. 4, 1926 
FMC: (RESHIBED) ciale aig feve Mic M Stale deca alblae Oct: 11, 1926 
Reviewing assessment roll ............0ee eee aee piaahiis Oct. 18, 1926 


Public. Improvement, Resi: TV s.6.)..55 betes bd ae Oct. 18, 1926 
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1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


INDEX 
CHESTNUT STREET—Curb and gutter, Ottawa to Shiawassee— 
SIC T cas) Seer east a Se Ba es.o. 9.09.5 ee atecls June 1, 
Renantyos, Committees jnoon decode wawies ae salve Mosk belt June 7, 
Engineer presents plans and estimate................. June 7, 
Engineer directed to construct ............0cceeeeeeeee June 7, 
Pablic: Improvement. Res.. IL. .... 4... .60 66 08 ects oe te June 7, 
Public Improvement Res. I (Ionia to Shiawassee)..... June 7, 
Assessment roll presented .........cc0csecsvrsiecsceas Aug. 9, 
Har iew lio dees: FIs i iiis ici cocci t bssus. ote domeerea leave Aug. 30, 
Reviewing .assessmiént troll ..:... 606i oleae eeecades Sept. 7, 
Peeuc.imipcovement: Res... [IV i..6csbosss over es aseeabaan's Sept. 20, 


CHESTNUT STREET—Curb, gutter and gravel, Ottawa to Ionia— 


PS CMO TA Jos oucteteranet osteanesd beset levee Gate aratalrens Se ene eee ae May 24, 
ONRCGE DEPOT -oisessdaccsbostiavavegunh Oemaeeeen June 1, 
Peblic improvement Res: T- s.5s.cecccdssdenesasas rons June 1, 
Assessment roll. presentéd + a4a6-4s.2.5ticc6 oieGa suis os ders Aug. 9, 


CHESTNUT STREET—Gravel, Ottawa to Shiawassee— 


Pape Iniprevement Res. To vlil ss el esis ccsceearcas Sept. 20, 
MMSMNEC EE TEIQEEES.. Mec. os cte sa Saiyan wales pve ev ele se hee es Sept. 20, 
Sir, ne Mivected to proceed 4.446 s6s0005 eGsekecsesss Sept. 20, 


‘CITY ATTORNEY— 


To prepare Res. re. Paving Bond Issue, Apr. 5........ Feb. 15, 
’ To prepare Res. re. Charter Amendments, Apr. 5...... Feb. 23, 
To report on Res. re. refund, etc., N% Lot 2, Johns 

SR et ieee cost. Leigh a Manns, 6 a 6 b.5-atun & vals Oe Suen : Mar. : 1, 
To remove restrictions, Espanore addition ........... Mar. 29, 
To condemn So. Lansing .Rest House property, 

SR oe, Oak oe mae suae es & dodo Aes cee ew eeenew Mar. 29, 
To restrain east Michigan avenue sewer connections..Mar. 29, 
Gives history garbage disposal case, etc............... May 3, 
To receive uncollected Personal Tax list, Treas....... May 3, 
To legally open Maplewood street.................065 May 10, 
To give decision on removal of junk yard............. May 10, 
Opinien:on junk yard removal  ..6...c00. sees aes. de May 1/7, 
Gives opinion on W. & L. E. Board appointments....May 17, 
To confer re. paving tax, postoffice property.......... June 1, 
Files report, Mrs. Nipp’s claim for taxes.............. June 7, 
Opinion re. claim L. J. Thompson, et al............ -...July 7, 
To advise re. Consumers’ Power Co. crossing streets 

eM. DEFMWIGSION 2. Few isd vaetode dl de dthacdeaehh LOWE a July 26, 
To take steps see railroad crossings are repaired...... Aug. 9, 
To give written opinion, use of abandoned truck....... Oct. 25, 
Dean Adams claim tax penalty, referred to attorney..Oct. 18, 
To write opinion on status, Judge’s salary res......... Nov. 22, 

4. 


rt wot “a vi Wes 14 
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1926 
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Res. city attorney give opinion on J. W. Tracy’s 
letter re. legality of Ald. Kircher’s position, lost....Dec. 
Notifies of delivery of Spicer deed.................05. Dec. 
Com. re. Consumers’ Power Co. paving work, and 
Tele. Company’s removal of poles ..............0000: Dec. 
Gives opinion re. collection of personal taxes, etc...... Dec. 
C/A to notify P. M. R. R. to build walk, North street. .Dec. 


CITY CENSUS— . 


Res. Mayor file record of 1925 census with County 
GlEGI EF c.crateicdicines 242740 Lae ohtes dae Ae May 


CITY CHARTER—Charter amendments, revision, etc.— 


Res. to amend Apr. 5, sections 102, 127, and 148........ Mar. 
Res. to attach affirmative roll call to complete res.....Mar. 
Special council meeting re. proposed amendment to 


Sec. 148 of Charter (special election)................ Aug. 
J. W. Tracy calls attention to alleged ‘violation of 

Chapter 4, Section 54, by Ald. Kircher (filed)....... Dec. 
Supplementary communication from J, W. Tracy..... Dec. 
Res. to reconsider action on Tracy letter and city 

attorney to file opinion, lost’ ...........eceeeecceves Dec. 

CITY CLERK— 

Notifies council, receipt of Marlin deed............... Jan. 
pales “anntial Teport (ult cgvees cw osswh dau db Once aeehivas Jan. 
Authorized to sign deed, J. H. Moores lots............ Feb. 
Transmits P. & F. Board letter re. Lieut. Fouts....... Feb. 


Presents aldermen, bound copies, 1925 proceedings....Mar. 
Gives notice of sale of land at tax sale, Regent and 


ETCASATLG SEECEUS aay edteths <2 WHA D « Te Tt, AERIS ES 2 Mar. 
Gives notice of receipt of several deeds.............005 Mar. | 
Notifies of receipt of deeds, Ranney estate............ Apr. 
Notifies of discharge of mortgage, “Gorman Farm”...Apr. 
Notifies of receipt of C. L. Stocking deed.............. Apr. 
Notifies of filing, Moores-Weed deed ................ Apr. 
Notifies of tax sale, Middle street ...............0005: May 
Notifies of completion of Traffic Commission work...May 
Clerk directed to record Maplewood avenue deed..... June 
Directed to record release—Durant sewer R/W...... June 
Directed to draw checks, use of cars, etc.............. June 
Clerk to sign terminating agreement, N. Y. C. R. R....June 
Directed to sign petition curbing Todd avenue........ June 
To advertise for bids, Spring street sewer....... y.... June 
Directed to record R/W Euclid place sewer.......... July 
Directed to draw order, W. D. Bishop, tax, $6.48....... July 


Notifies, ordinances ready to be published ............. July 


17 
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- 1926 


1926 
1926 


1926 


1926 
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1926 


1926 
1926 


1926 


1926 
1926 
1926 
1926 
1926 


1926 
1926 
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Reports receipt of deed—Ann street, R. H. Scott, 


ei 2c) chile - 4nd) ade Ge Oey ahi de ie pellantier. sae July 
Ordinances prepared by clerk, legalized............... July 
Clerk to advertise for bids, publishing ordinances...... July 
Clerk to print copies of traffic ordinances.............. July 
Directed to advertise for bids, printing ordinances...... July 
Notifies of tax sale, Leslie street. .............ccseee eee July 
Mayor and clerk to sign Q/C deed to cancel erroneous 

ee Te BO SITOE oun gan a isles <52 kde hd vere neds orbs July 
Notifies of tax sale, W4R, Lot 8, Block 184, Max- 

PMR DIT Acres cence a i aneleiaie o0 44@ Oo. a0re 24 oS las Alevelasebayayets Aug. 


Directed to advertise for bids, sewer pipe and sewers.. Aug. 
Notifies of Governor’s approval to proposed Charter 


OE i a xins'k on ng ed owes twa soe 99.4 04 Me sneteeed Aug. 
To draw order, T. W. Hacker, $2,000 Saginaw street 

TUS is ae gids Ges Sad ae hints og a apedmewd ab aoe swept, 
Clerk to sign agreement, M. C. R. R.-Mt. Hope 

ROWE IE OP ait: SEA SIROIIN, AR ih ats sy ele ai aderel Si giSyerors Globe dla, ete ys Sept. 
Clerk to sign agreement, N. Y. C.-Spring street 

RR OTM at Wetec e! 5) MaMa, chs gis daca: w'nye dhe atoms wep ebaerae Geaeee Sept. 
Notifies of receipt of Hacker deed, Saginaw street....Sept. 
Notifies—sale of Middle street for taxes..........0.... Oct. 
Notifies Heatherwood Plat No. 4, and So. Pawet 

returned from Auditor General, approved.......... Nov. 


Clerk to draw order—city owned car license plates....Nov. 

Clerk to record R. R. W., Penn. avenue sewer, Regis- 
ERO! 6. odin soo an hee DeMar ks <a ese ae tee ewes y Dec. 

Clerk notifies receipt of deed—Spicer property........ Dec. 


CITY COMPTROLLER— 


Report on condition of Dept. funds ................00. Jan. 
Report on condition of City funds .................0005 Jan. 
Com. re. interest, delinquent personal taxes............ Jan. 
Submits com, C. Treas. re. delay in remitting.......... Jan. 
Submits copy of letter to County Treasurer............ Jan. 
Submits letter, Board of Education re. deduction of 
uncollected school taxes—1917 to 1924............04. Jan. 
Report on condition of City funds .............0.e cee Feb. 
City Comp. presents garbage can fund statement......Mar. 
City Comp. submits report on Dept. funds............. Apr. 
Dubintta.repart on City funds <i. .aciscacevsce ste en epee Apr. 
City Comp. to report all insurance matters..... Sete May 
Files report, year ending, April 30, 1926................ May: 
Submits list of renewal insurance for approval........ May 
Directed to make annual bank contracts .............. May 
Reports insurance policies expiring, May 24, 1926...... May 


Files reports, Dept. funds, May 31, 1926.............. June 


12, 1926 
12, 1926 
12, 1926 
12, 1926 
19, 1926 
19, 1926 


26, 1926 


2, 1926 
9, 1926 


30, 1926 
20, 1926 
20, 1926 


20, 1926 
27, 1926 
25, 1926 


8, 1926 
22, 1926 


6, 1926 
13, 1926 


11, 1926 
11, 1926 
11, 1926 
11, 1926 
11, 1926 


18, 1926 
8, 1926 
29, 1926 
6, 1926 
6, 1926 
3, 1926 
10, 1926 
10, 1926 
10, 1926 
24, 1926 
7, 1926 
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Directed to arrange for borrowing funds.............. June 14, 
Monthly report—financial conditions ..............6. July 7, 
Monthly report, Dept. funds ............ 0. cece eee Aug. 9, 
Calls attention to bal. C and G, Gr. and Grvl. fund....Sept. 7, 
Reports financial condition and Dept. funds.......... Sept. 20, 
W. and M Com. re. C and G.—Gr. and Grvl. fund....Sept. 20, 
Res. comptroller balance a/c, 12 street openings...... May 17, 


CITY ENGINEER— 


Presents estimate, Schmeichel, Lab and Caldo.......... Jan. 4, 
Presents petition, W. & L. E. to cut pavement........ Feb. 1, 
To report mileage of paving, each ward.............. Feb. 8, 
Reports mileage of paving, each ward................ Feb. 15, 
Presents petition W. & L. E. Board to cut Center 

ERGs PVR cob 's oes cudnt naa nee tx gaer vanes s Cie aeed Feb. 23, 
Res. to rescind Engineer’s car maintenance Res. 7- 

| ae eer nr Cees eae Pe NT eS ance Mar. 22, 
Res. to pay Engineer $40.00, use of car, Mar. and 

ODIO, Wears actin o ove, oie. €ahe Cha 3a Manseaimely dieTlis-ealae ateret See Mar. 22, 
Presents petition to cut Saginaw street pavement...... Apr. 19, 
Res. that C/E cut pavement, Michigan and Bingham...Apr. 19, 
Presents request to cut Center street paving.......... Apr. 26, 
Presents petition to excavate Main street paving..... May 3, 
Presents request to cut pavement, Y. W. C. A., Town- 

BO MUROEE oy. sss nied dake dn ub le bese ee mieaiee sie oree May 10, 
Directed to build addition to Detention hospital...... May 10, 
To prepare Est. grade separation, Mt. Hope-M. C. 

MSc ciwiag Seas Nid os 4.9.08 se atvad oe Oe aa May 10, 
Presents request to cut pavement, Kalamazoo street..June 7, 
Presents release of R/W—Durant sewer.............. June 7, 
Calls attention to re-grading Cawood street........... June 7, 
Calls attention to trees in Kingsley court............. June 14, 
To erect loading platform, Washington and Allegan..June 28, 
City Engineer submits releases R/W, Euclid sewer..... July 7,° 
Presents estimate, widening Barnes avenue.......... July 19, 
Presents permit to cut paving, Beaver street........... July 19, 
Presents permit to cut, pavement, 905 W. Genesee....Aug. 9, 
C/E and C/A to see R. R. crossings put in shape...... Aug. 9, 
C/E presents apps. for cutting pavements............. Aug. 18, 
C/E permitted to cut pavement—Barker-Fowler...... Aug. 12, 
C/E presents app. to cut pavement .............0.000 Aug. 30, 
C/E directed to pave Lapeer street, Capitol to Sey- 

PIVGSIEA PR clnwicot dot ohag eos ke oy las ast eae Sept. 7, 
Presents app. Cons. P. Co. to cut Mt. Hope-Wash. 

PAVE MOAN: sie daia coGellets sale chee aigteletate dy ne coeds oh Me Sept. 20, 
Directed to sell salvage from traffic LOWER) EtCs./..4, 02) Sept. 20, 
C/E directed to build curb, Foster avenue school...... Oct. 11, 
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C/E to give estimate, paving South street alley....... Oct. 
C/E to prepare plan showing rest house location...... Oct. 
Recommends reduction, price of Kalamazoo bridge... Nov. 
Submits sketch, rest house in South street ........... Nov. 
Submits estimate—paving alley, Washington, Lee, 
PPMESOUCI MASS Sol. Bee eke a atdeet atts Wea os sade ane Nov. 
Presents apps. to enter pavements, Cons. P. Co........ Nov. 
C/E to recommend change in similar street names, 
future plats—Lansing and East Lansing............. Nov. 
C/E submits copies re. sewage disposal, letters........ Dec. 
C/E submits releases, R/W Penn. sewer, Cedar river 
TMM AV OMS ILO CL wos Petes AP fae, icbualue, des teesas Mgeus Sos nena Dec. 
C/E requested to stake out East street ....,........... Dec. 
C/E submits prices, building code, etc..............68 Dec. 
C/E submits survey of East street..........seceeeeeees Dec. 


CITY FORESTER— 
Asks to have Moores River Drive sidewalk closed 


PATIL MATELY 05 255.5 A inchs, sae'e aR k He's etfs, ha ae ols OAR Ah Jan. 
CITY HALL— 

Res. to remodel basement stairs ..........ccceeccceaes Jan. 

Res, to remodel 2d floor ladies’ restroom.............. Feb. 

To repair plumbing, men’s restroom.................- June 

Res. to remove boilers, Capitol avenue paving......... July 

Res. to remove boilers, carried .......... cc ceeeeeceeeen July 


CITY HALL CLOSING— 


On Jan. 19, a/c death of D: Ingersoll.................: Jan. 
On Apr. 13, during funeral of Dr. B. M. Davey........ Apr. 
(it. Artest 25, ‘city piciie’ i... elk leaks vee dd ew ee dee Aug. 
CITY MARKET—Market Master, Weighmaster, etc.— 
Anpiualweport,, marketmaster aise. s.. clabes Ses auleavee es Jan. 
Annual report, weighmaster 2.2.5. .6.4 8065000 bes. tad Jan. 


Lorenz Bros. call attention parking space, market....Sept. 
Committee recommend parking privileges, Saturday 


BENS Make ction se sae bhaishen GA cute ware pea hy bea aire ace eae Oct. 
V. F. W. permitted to sell Christmas trees, market.....Dec.. 


Petition for appointment A. E. Vandewalker, master..Dec. 


CITY PLANNING COMMISSION— 
Res, ‘authorizing appomtments.d tec o 0 eo desc cass ectealdenten s June 
Appointed by. Mayor Doughty: ..s.00 564 set sne shew June 
M. S. Graham, Max Templeton, A. H. Phillips, A. 
S. Potter, R. J. Christie, O. C. Howe, E. D. 
Klock, J. F. Schroh. 
Commission present Tentative Zoning Ordinance..... Aug. 
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Res. for hearing on Zoning Ordinance—9-8-26........Aug. 23, 1926 
Com. directed to employ stenographer............... Sept. 7, 1926 
H. E. Johnson, et al., asks re. commercial zoning....... Oct. 4, 1926 
Proposed final draft, Zoning Ordinance submitted....Nov. 8, 1926 
Several protests by different taxpayers................ Nov.. 18, 1926 | 
Several protests by different taxpayers ............... .Dec. 8, 1926 


CITY SHEDS, SHOP-YARDS, CITY SERVICE DEPT.— 


E. H. Clark files bill (720) Pipe Line Service.......... May 10, 1926 
Com. Rep. disallowing bill ref. to city attorney........ May 24, 1926 
Res. discharging A. Liden from Service Dept......... July 26, 1926 
Res. rescinding above resolution, (in part)........... Nov. 8, 1926 


CITY TREASURER— 


REpoLtstem DECEnIDEr wisidje cde os vie ewe eat weakest Jan. 18, 1926 
Res. directing Treasurer to collect personal tax........ Jan. 25, 1926 
Eiles geport. tor: Mariel i546 es, hrc eee ae Apr. 6, 1926 
To furnish city attorney with personal tax list........ May 3, 1926 
ies TEPOTe. 160) Agee) cay. id Maes ih ere een dee May 10, 1926 | 
Dimes Tapert: FOr, Bear eile A tino be 6 aR Sia a Hee June 7, 1926 : 
Files report for uncollected personal taxes............ June 28, 1926 | 
Report for Treasurer, month of June ................ July 7, 1926 | 
City Treasurer directed to have Mr. Campbell collect | 
personal taxes ..........c000. Rai ih alalelh Babalu hcalivd Ovteeamaae July 12, 1926 
Res. that City Treasurer extend tax period............ Sept. 7, 1926 
City Treasurer’s report, August 31, funds............ Sept. 20, 1926 
Res. to make salary $3,000 commencing with 2d Mon- 
sae, Siri RAE He. a's aiid ve ees cae 6 x vedere ewes Oct. 25, 1926 
City. Treasurer=—-O¢tober<1926) os id dawiiie wiedav ties 6 Nov. 8, 1926 — 
Res. attorney give opinion, personal taxes, to be col- 
lected by Tyeasurer or bondsmen .................. Dec. 13, 19267 
Attorney gives opinion—personal tax collection........ Dec. 20, 1926 


CLAIMS AND COMPLAINTS— 
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W. Bs Atkinson: claiinis:-$80,00 06060 cicees ects beeeees Jan. 4, 1926 
City Clerk notifies withdrawal of Sutton sisi ciath Melee Jan. 4, 1926 
Guy Forist claims $40.00, injury to horse .............. Jan. 11; 1926 
Res. re. claims filed with clerk and compt.............. Jan. 25, 1926 
J. Spitler renews claim, $35.00. a/c dog............0005 Feb. 1, 1926 
Com. reports unfavorably, Atkinson claim............ Feb. 1, 1926 
' Com. reports on Mrs. Anna Moblo claim ............. Feb. 8, 1926 
C. C. Richardson asks $21.00 refund tax .............. Feb. 1, 1926 
G. Forist files supplementary claim, horse............. Feb. 15, 1926 
C. Noble files claim, $19.50 car damage................ Feb. 23, 1926 
City attorney files Foss accident claim (garbage)...... Feb. 23, 1926 
Com. disallow Spitler claim for dog........ bed AMIS be Mar. 1, 1926 


Com. disallow Foss accident claim $1,400.00............ Mar. 1, 1926 


INDEX 


Lansing S. & Gravel, as $81 for gravel, Comfort st....Mar. 3, 
Chief Seymour asks reimbursement, Mrs. S.’s acci- 


ESS I 2 ae bie ie > LL ee Ca WA) 4 A kes Ms Mar. 22, 
Wm. Hogan’s complaint on alley, High to N. Y. av...Mar. 15, 
Com. report on Wm, Hogan’s complaint............... Mar. 22, 
Com. reports unfavorably, C. C. Noble claim........... Mar. 22, 


Committee reports unfavorably, Dale Jerrel’s claim....Mar. 22, 


Complaint against used car market, Penn. L. Grove...Mar. 22, 
E. H. Foust, M. D., files claim, damage to car.......... Apr. 6, 
F. E. Gillette files notice of accident...... MMT ke. Mere Apr. 19, 
H. Haynes files claim, $89.05, car damage.............. Apr. 19, 
Salvation Army protests against removal of its loca- 

tion at Allegan and Washington -avenue............Apr. 19, 
Grace M. Thomas claims $300 damages ............... Apr. 26, 
Katherine Foss files claim $25,000.00 damage suit....... April 26, 
Anna Moblo files declaration suit, $5,000.............. Apr. 26, 
H. A. Fraser, files claim, damage $41.00................ Apr. 26, 
Committee report disallowing H. Haynes claim........Apr. 26, 
F. DeKleine asks replacement of curb................. May 3, 
Committee report on J. & M. Heyman claim.......... May, 3, 
E. H. Clark files bill ($720) pipe line service........... May 10, 

Ph eeaiesica fites (Claim, 61 000...65.0 ¢..)20te acute «dare a stele a's May 24, 
F. L. Wessels claims adjustment, personal tax......... May 24, 
D. M. Snell, M. D., claims damages, ruined tire....... May 24, 
Committee report disallowing E. H. Clark bill, (Ref. 

Oe aa ai GRR a RE 1 RS oly, 5 7 5 ae Se Sie Sch at May 24, 
Claim for tire damage—C. R. Thornton, $15.45......... June 7, 
Claim for tire damage—L. J. Thompson, $19.00.....:.June °7, 
Committee refer C. R, Thornton to M. E. R........... June 7, 
Committee refer L. J. Thompson claim to M. E. R...’..June 7, 
Committee disallow E. H. Foust claim................ .June 7, 
Committee disallow J. Saleska claim...............00¢ June 7, 
L. G. Kalb presents claim $10,00.................005 ..June 14, 
L. J. Thompson renews claim, referred to eli at- 

Netware i9 estes 1s posed co cave Aeterna June 21, 
City attorney files opinion, L. J. Thompson satied its July 7, ¥ 
E. Sedore files claim, fall icy pavement................ July 19, 
Ella Hall files claim—personal injuries................. July 26, 
Mrs. A. Purchis files claim, damages to car........... July 26, 
S. M. Nakfoor files bills, injuries to son............... July 26, 
Committee report on Ella Hall’s claim ................ Aug. 2, 
Committee report on claim of Mrs. -Purchis.....,...... Aug. 2, 
Committee report on claini of D. M. Snell ..........: Aug. 2, 
Committee report on claim of S. M. Nakfoor........ Aug. 2, 
J. Wm. Dosser files claim—damage to car............Aug. 9, 


Committee report Elizabeth Sedore claim, disallowing... Aug. 18, 
J. J. Raider files claim for damages, (disallowed).......Oct. 11, 


1926 
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Claim—Mrs. D. Stowell—damages to car.............. Oct. 
A. Dean Adams files ‘claim, tax penalty............... Oct. 
Mrs. J. C. Doty complains, water services.............. Oct. 
E. A. Holden makes claim damaged sidewalk........ ..Oct. 
Eva Weidner makes claim S/W fund................. Oct. 
J. J. Raider agrees on $400 settlement................. Oct. 
Res. to offer Mr. Raider $100, lost .............00 00s Oct. 
iNéva, Kitby asks re. filing claim........ccdece decreed’ Nov. 
L. Klabunde and Mrs. Koehler protest—C. and G. 

CAM Wi isos, sr duiceyomaueteiiad atte. dae anttior ato Gat tered antes Nov. 
Committee disallow J. K. Leavitt claim............... Nov. 
Committee disallow Mrs. Don Stowell’s claim.......... Nov. 
Mrs. Crell presents bill, $10.00, use of bathroom. , aes Nov. 
B. A. McComb presents bill, sewer pipe.:............ Nov. 
S/W committee refer Weidner claim to 2d ward 
MMOGN OD, ss Nee Gu ade Laide $5 ve tee cag aed ceeee Spe eraee Nov. 
F. B. Harrington files claim, Mifflin street grade...... Nov. 
City attorney, A. Dean Adamis, claim.................. Nov. 


J. W. Tracy calls attention to alleged violation of 
Sec. 54, Chapter 4, city charter by Ald. Kircher— 
PrMCO QU te hs dads tc SPREE AS 2 acess amene onan Dec. 
Com.—J. W. Tracy re. above subject...............06. Dec. 
Committee disallow F. B. Harrington claim, tabled....Dec. 


TS, 
13, 
20, 
30, 
30, 


Committee disallow F. B. Harrington claim, adopted..Dec. 
W. Overacher, makes claim $37.25, car damages....... Dec. 
S. Graff makes claim, $15.49, car damages.............. Dec. 
CLAYTON STREET—Curb and Gutter, nein to Oakland— 
Engineer reports actaal cost «i... 6666 fice waned .. Mar. 
Supplementary assessment roll presented ............. May 
AUOIELGe HIT) ENo- AGE Sa VP ota se ctarcescaatetess ease shee aarti eM ctare Comet May 


CLEAN-UP WEEK AND CITY DUMPS— 


S. P. W. directed to put Hall and Saginaw street 


CUUEIOS © Hb \CONCIIO Ile sieieas sa Phase Bed ss sve obele edvlelaelendly June 
S. P. W. directed to place man on above dumps....... June 
CLEMENS AVENUE—Curb and gutter, Fernwood to Saginaw 
OGRA Hr iiss bo 508 5 oe a ACRE TERT 8 OE VERT s erEonwege’ June 
CGI ITIOUEE, sLOPOEE. cu cccyo tele oxejepaieg die taspnydyaddye: aay opened ote cedn da cuoht June 
Public Improvement Res. I ..... Le Model targets cetera e.edl June 
Engineer presents plans and estimate :............... June 
Bngiticerdirected)to: constidct: aie. iss % oe oe nl Pad a atele June 
Rabie wlinpravement. Resin Ula 2 iie 3 tice e soni ek wn cscllelereiars June 
Special assessment roll presented ..............000.00. Aug. 
‘Public Timprovement Réss TID i. oc. issih eee eae adel Aug. 
Reviewing assessment rolls. ..........ceccceeseeeneees Sept. 


Pimlico attorovement Reds: DV. « cslew ide sido se od t's se lees Sept. 


14, 
14, 
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1926 
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1926 
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1926 
1926 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 


1926 | 


1926 
1926 
1926 


1926 
1926 
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7; 
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14, 
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21, 
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9; 
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CLEVELAND STREET—Sewer, north of Porter 120 feet— 


Carl Schopp, et al., asks for erection and mainteance 


of So;,Lansing Comiort Station’ £:........%5.0se08sajs Jan. 4, 
Res. re. committee to investigate costs, etc............ Jan. 4, 
Mayor appoints Rowley, Graham, Klock.............. Jan. 4, 


A. L. Ehinger offer property, for So, Lansing Rest_ 
Ey cP TRee OSA oper Gea AemmNER <tr ONE (CONEY nn ar Teen oe Mar. 22, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


LET CHOTC) ih ee RR CRORE TRS Chat Ta a eRe Se Oct. 4, 
Gomimittee ne DOnt. <n Mac wales warm nah BAe babe Oct. 11} 
Clerk directed to advertise for bids...............0000- Oct. 11, 
Const; yor. sewers atid! drains Tl sliscae 5 sees bec easy ces Oct. 1], 
FESGIMIFHEL-COSt: PEESENTEC ... osieusiers ane eters bora ue ba velo aptys sei ere Oct. 18, 
Contract awarded John Bray, Oct. 18, bsek aoc Ei sae Oct. 25, 
Gonst, sewers. and. drains: 11 ots cis ws stele oS endo wtels oterectee Nov. 22, 
Sette See FARIS i Bhd eins Vi he eR Es ae Oka Gere es a ae Nov. 29, 
Construction of sewers and drains III........ ae Nov. 29, 
Assessment roll presented, estimate cost.............. Dec. 20, 
Public «improvement: Res. \T11.. ..cli0c cs bees cee esatead Dec. 30, 
CLIFFORD STREET—Grading and graveling from Elizabeth south 
one block— 
OS cal oA: aus eae aes Tee terete ee July 7, 
CCN FEGAEL. 2. padre necene.s « ita eesda gow ucamuadyd July 19, 
Public Improvement Res. I............... er he ee July 19, 
Res. directing S.:P. W. to grade. ........«.0.. a eeidant oat Aug. 23, 
S. P. W. directed to gravel Clifford street.............. Oct. 25, 
rae sys Feports actual COBE. . 4.45 vsesscesns0desans ns Nov. 29, 
City Engineer reports actual cost ..............02000% Dec. 6, 
MP AUN GS UE Bi a i eek, sin i a4 dG bana eaaaiatin Dec. 30, 
CLIMAX STREET—Curb and gutter, Parker to Holmes street— 
Poamineer reports acttial Costs ci. scseceadarssscdssnaoes Mar. 15, 
Assessment roll presented, actual cost...... Mat sea OES Mar. 22, 
abe cmeravement Res. Vi6sc.ss0ndsisseuvcieiaeess Mar. 29, 
CLYDE STREET—Curb and gutter, Oakland to Hyland— 
NM ie Se dae sth ho dv 1454402 puke eeaeeeraedl Apr. 19, 
TRE TOT GOTT COMME LCE. ciao gieiaseiseut ew <b suse esiae wih ocbpnisyas d's Bi apap Apr. 26, 
Penn): CINK, “1 553i. cg Bin oe Wands SRadeeaabes abebemee Apr. 26, 
MOMGIMGET -PECSONTS:-CSTUIMALC iss » ines dsane save. negaewaane May 10, 
Engineer directed to comstruct ........ccccccecceeacnes May 10, 
Ritshewinp. URes: 11, ie oswwasatesgtise s Othe coceshe tel May 10, 
Mevessinent toil prestited: coi .sesde.casssc%acasdaaas Aug. 9, 
Paberelanips Resi WITS ee ce Gi obasids do cll pat aes feet ns Aug. 30, 
Reviewing assessment roll .......c0csscdecseescentane Sept. 7, 
PA ical Res TY. 3:0 9 depecswrgt ks tke w somes oetete wi keeernets Sept. 20, 


COMFORT STATION REST ROOM—South Washington avenue— 


1926 


1926 
1926 


1926 
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Res. to purchase Ehinger property, tabled ......:..... Mar. 
Res. to place $17,000 in budget, tabled ............... Mar. 
Res. to purchase Ehinger property, again tabled te Mar. 
Res. to place $17,000 in budget, tabled ................ Mar. 
Res. adding McKale and VanDervoort to committee.. Mar. 
Res. to place $15,000 in budget for Rest House...... Apr. 
Res. that city engineer and committee submit esti- 
FRG ee sera dads Sayer cere ad cada eee Meuidt ae Bea Apr. 
Engineer submits estimates ...........0ccccnsrcccceves Apr. 
Ald. Schroh added to commiuttee: .....)...66.60 cee sees Apr. 


Res. to include $16,000 in budget for Rest tHétne 
amended to $10,000; lost at $16,000, reconsidered 


andeatrieds at SIGMOG ~ ecps.os sede es oTaashecmeltad antes Apr. 
Mayor appoints committee to negotiate with G. T. 
RAMOS GeahMS, aye Mra e OM amsausld oh dnd ia Naveed Setonale aethes Wee oes tiaere July 
City Engineer to prepare plan showing South street 
HGMHION wows he op iiwingids Meee Lehee se Oe We ere awe eet Oct. 
Engineer presents sketch of Rest House in South 
SEGEEE, ee rtardtie b hidae ic. woke sea oRt sie y ays tanecita amataleae Nov. 


City Engineer presents actual cost .....<.csjeeeeseees June 
Special assessment roll presented ................. ., Aug. 
S. P. W. directed to. put street in condition.......... ». Aug. 
Ptiblicy Mnprovement’ Res. Vo... oc. cee cecclec tuscany 00% Sept. 


COMMITTEES, SPECIAL— 
Committee on Comfort Station, South Lansing, ap- 


pointed, Rowley, Graham, Klock ...................: Jan. 
Mayor appoints Road Show committee, Phillips, 

MAM erV Or, SIGE Si incs ork dacs te dade claki didses Jan. 
Ald. Potter asks to be removed from Street Com...... Jan 


(Request not granted.) 
Mayor appoints Radio interference committee, 


Kircher, ‘VanDervoort;.. Troyet: ..0.3 oie ssdccccae sees Jan. 
Street committee re-arranged—Phillips, Klock, Howe, 

PEGt ake SOG 29 6 5 eh adas ceagt es eve ates sua Feb. 
Mayor appoints High School heileing site committee— 

Phillips, Marcher, MeComib 2.0.00... .0ccls. ceceueeeece Feb. 


East Michigan avenue sewer committee appointed 
Sept. 14, 1925, as follows: DeCamp, Howe, Clap- 
ham. 

Mayor appoints Kircher, Graham, DeCamp committee 
re. Public Act. 359, 1925, recreation, advertising....Mar., 


25 


22, 1926 
22, 1926 
29, 1926 
29, 1926 
29, 1926 
6, 1926 


6, 1926 
12, 1926 
12, 1926 
12, 1926 


19, 1926 


18, 1926 


15, 1926 
COMFORT STREET—Sewer, Oakland to Hyland, north 600 feet— 


1, 1926 
30, 1926 
30, 1926 
20, 1926 


. 19 
. 26, 1926 


15, 1926 


15, 1926 


15, 1926 
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McKale and VanDervoort added to So. Lansing 


Gonitort Station .commibtees)..0 vls la ol AP. Mar. 29, 
Prudden, Auditorium committee appointed—Potter, 

Gratien hristie ss.hscem eth tals cies cle Seer ete eta May 3, 
Committee recommend continuance of Auditorium 

PENG, huis), oh LU R Mins dDop Sic asc av toe eee webs May 10, 
Committee appointed for completion, Saginaw street 

opening (City Affairs committee).............0.0000. May 24, 
Mayor appoints committee re. advertising............. May 24, 
Mayor appoints committee re. portrait Ex-Mayor 

Ferle—Phillips, McKale, Kircher.................... June 1, 
Mayor appoints City Planning Commission (see City 

PAMNINE COMMISSION)” sacs cui: sx cee oesce eee June 14, 
Mayor appoints committee on Industrial Survey, 

Christie, Phillips, Kircher and three from Cham- 

ber of “Gommerce <...505.ccbniw bfdia Sy re ae June 28, 
Mayor appoints committee of three to confer with 

Merchant’s Bureau, Real Estate Com., Trades and 

Labor Council, re. paving certain streets—Phillips, 

RICAN, St VanOeTVOOrt .. 5 asecsadeadseeke besed July 19, 
Mayor appoints committee for City Picnic, gs 25— 

Smith)Kircher,: Templeton .........¢..056s 5000» ...-July 19, 
Mayor appoints Rowley and Graham, committee to 

negotiate with G, T. R. R. re. completion of Rest 

SESE SAM isha cada ove ised CARERS vibe ons tees dete eS July 26, 
Mayor appointed committee on removal of traffic 

tower—VanDervoort, McComb, Graham, Chief 

te [ot a a ra Pies is Dakine cake re nent eae Aug. 9, 
Mayor appoints Christie, Kircher, Troyer as com- 

mittee to investigate wood-working plant location...Aug. 30, 
Committee to recommend amount of bond issue to be 

submitted for paving Nov. 2, slechourr Erayers Howe 

Aisval, (GITEIC IO pies Seen A nr ea aie nino a MRE AO Abs Sept. 20, 
Committee appointed to investigate taxes on: wrong 

descriptions—McKale, Templeton, Campbell.........Nov. 8, 
Mayor appoints Trager on all committees in place 

of Mr DeCamp «......- es ot 2 med ees, MPR Nov. 15, 
State Relations committee to meet with State High- 

ay TBTEGE onda dos ati hee 8545 +a ve sa eatee ae Nov. 15, 
Committee appointed to confer re. names streets, Lan- 

sing—East Lansing—Phillips, McKale, Graham..... Nov. 22, 
City Affairs committee to meet, Dept. Commerce, re. 

PURO Orbea wists spealae ct ier « geet oe sho ages beets he Nov. 29, 

COMMUNICATIONS— 

C. T. Lord and others express thanks, flowers......... Jan. 4, 
Mrs. Oneita Ingersoll expresses thanks, flowers....... Jan. 25, 


1926 
1926 
1926 


1926 
1926 


1926 


1926 


1926 


1926 


1926 


1926 


1926 


1926 


1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
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Mrs. F. S. VanDervoort expresses thanks, flowers....Feb. 8, 1926 


Roy Bunting asks use of property, car market........ «Mar. 29, 1926 
Aetna Life communication, re. E. T. Kiehl........... Mar. 29, 1926 
Mrs. G, Bellile, asks council endorsement, Flag Cam- 
BARE ons eee etedds vias wstaneh tela ean hada tte! Apr. 6, 1926 
Committee report granting Bunting property for car 
Lt a rr Pee eeer or eres tee fo Cade .Apr. 12, 1926 g 
Mer. Hotel Olds asks parking regulations............. Apr. 19, 1926 . 
Hoo-Hoo Club asks Forest Week observance.......... Apr. 19, 1926 3 
G. A. R. gives thanks for donation of $500............. Apr. 26, 1926 2 
Chief Seymour gives parking regulations, Hotel Olds..Apr. 26, 1926 E 
Res. rescinding use of car market, by R. Bunting..... Apr. 26, 1926 = 
V. of F. W. ask use of streets for advertising.......... June 21, 1926 rs 
R. A. Beghold asks investigation re. permit to F. . 
Ferris, east Grand River, to build.................. June 28, 1926 2 
E. C. Burden asks adjustment of sidewalk, Golfmore..June 28, 1926 E 
Reo Motor Car ask to build tram—Cedar street...... June 28, 1926 E 
Ingham County T. B. Association ask $1,500 appro- 5 
HET ACEO (4, cages ofe he, HYerabhauelvare hs oleic «le abetens, Rae UML od ee July 12, 1926 =| 
$1,000 appropriation allowed, July 12th................ June 19, 1926 5 
Mrs. V. Boyer expresses thanks...........0cceevuee «July 26, 1926 % 
Mr. J. G. Eddie and Sons express thanks............. July 26, 1926 oe 
Council invited to attend camp at Grayling........... July 26, 1926 = 
Com. P, Eger, Am. Legion, Con. Sept. 4 to 6......... Aug. 9, 1926 2 
Com. Smith Young, et al, re. special election........ Aug. 13, 1926 5 
Mr. and Mrs. Ray Potter express appreciation........ Aug. 18, 1926 ie 
Res. Mayor express thanks for Grayling hospitality... Aug. 23, 1926 0 
Com. C. L. Knapp re. location of wood-working plan...Aug. 30, 1926 = 
' Appeal for funds—Mayor, etc., Fort Lauderdale..... Sept. 27, 1926 8 
Ingham County Medical Association, expresses a 
thanks for use of Golf Links, guests at conven- Ss 
Read iit Nay acid oss Yao Sidi ‘gs Dials) «haan Oct. 4, 1926 s 
Mrs. DeCamp expresses thanks, for canis: etc.....Oct. 4, 1926 ° 
Committee report on Ft. Lauderdale telegram.......... Oct. 4, 1926 : 
Mrs. Leonard expresses thanks, etc. ..........0.0000 Oct. 18, 1926 FS 
Mr. B. A. Keyes, expresses thanks for flowers ae 2 Nov. 22, 1926 8 
E. L. Smith expresses thanks for flowers sent in i 
memory of Jay M. Smith ... 245 .4s.9+s00sseee400.De@. 6, 19%o 
CONSTABLES— 
Res. re. A. C. Witt’s salary from Jan, | ee eee oe Jan. 18, 1926 
CONSUMERS POWER COM PANY— . 
Income statement for month of November, 1925...... Jan. 4, 1926 
Income statement for January, 1926.................. Mar. 15, 1926 
Income statement for February, 1926..............06. Apr. 6, 1926 


Income statement for March, 1926...............+... Apr. 26, 1926 


28 INDEX 


Income statement for April, 1926..............cc0eeee June 1, 1926 
Income statement for (May... scsi. 0s deadiviore ds stdin June 28, 1926 
City atty. to advise re. Cons. P. Co. legally crossing 

Roosevelt and Knollwood avenue with power line...July 26, 1926 


' Public Util. Com. advise re. Hearing on Rates....... Aug. 30, 1926 
Income statement for month of July, 1926............ Aug. 30, 1926 
Income statement for August.........ccccccecenesee Sept. 27, 1926 


Cons. Power Co. ask re. entering streets in emergency.Oct. 4, 1926 
Applications to excavate granted, supervision S. P.W..Oct. 4, 1926 


Income statement, September, 1926...............0005 Nov. 8, 1926 : 
City atty. to act, compliance Res. Nov. 8, undergr’d Ff 
De Sng has os WR whe tea oe een LeBow se Saeed Nov. 29, 1926 ss 
Cons. Power Co. notify, re. compliance, undergr’d ios 
VOM ae era Hyte ararnieels. eb wig +a geik WOR OAGIe Araaelee ainele eee Dec. 6, 1926 i 
Present applications to enter 1927 paved streets....... Dec. 6, 1926 2 
Income statement for October, 1926..............e0005 Dec. 6, 1926 8 
City gives opinion re. underground work Cons. Power E 
Co. and Telephone Company poles................... Dec. 13, 1926 5 
Statement of earnings, etc., for November............ Dec. 30, 1926 a 
CONVENTIONS— 
Michigan State Teachers Ass’n. make inquiry, State 2 
Coe. of) pear I ney ee ee a: 2 Mar. 15, 1926 i 
City Affairs com. announce He convention dates....May 17, 1926 2 
Res. to appropriate $1,000, American Legion Gonven: 5 
BAI SSE SPs Mate tooe tists ath hare tie ete ie os We Shoe a alah Chace wh Aug. 18, 1926 2 

oO 

COOPER AVENUE-—Grade and gravel, Beal avenue to Rundle = 
Avenue— 8 
6.) PW. #eports actual Cost... .s.0scs. oe veces toaee Jan. 25, 1926 a 
Beatie Mies: Wes, Wick, s\i 5 tegen 03) sebsxars nea wgabes Feb. 1, 1926 & 
Assessment roll, estimate CcOSt.... cscs. choo oes deals Feb. 8, 1926 = 
Public Imp. Res. III.......... Wiis La adghe es Syeeueen Feb. 15, 1926 = 
Reviewing assessment roll’. ........s000000-s0e0scceen Feb. 23, 1926 : 
Ren Ge. leg, EY 2). nud baiknawdsenveis des bee Mar. 1, 1926 3 
<x 


COUNCIL—Council proceedings, etc.— 
Res; Wat council meet Feb; 23.4 0000 0.f.ecercunviecenl Feb. 15, 1926 
Bound copies of 1925 proceedings given aldermen.....Mar. 8, 1926 
Res. that council meet Tuesday, April 6, 8:00 p. m....Mar. 29, 1926 
Special committee on Ranney Estate summon special 


meeting of council for April Ist, 1926............... Mar. 31, 1926 
Mayor summons council for above meeting........... Apr. 1, 1926 
Mrs, VanDuine -addresses council, re. Parliamentary 

PS i pirto nna > «5S oooh ad eile ey ais bie & Sannin Apr. 6, 1926 


Mrs. Belen, President Visiting Nurse Association ad- 
MMESSES) KEOUGH) i oigs bolts Lr las ove A RS June 14, 1926 


INDEX 


Miss Tenney, F. E. Mills address council, re. $1,500 


appropriations. Kreslh Air (Camp via/adi dia. dors ois otal dd avatars July 
Council accepts invitation of Grayling.......... ge dbaas.e Aug. 
Call for special session, re. paving bond issue.......... Aug. 
Communication, Smith G, Young, et al., re. bond is- 

SUNEL ets. wow Peace ash oOo es iva be Re Ria hos tae eeniee Aug. 
Res, council leave for camp at Grayling, Aug. 15...... Aug. 
Res. next session of council be, August 18............ Aug. 
Res. next session of council, be Sept. 7.............05. Aug. 
Council to adjourn on Sept. 13, to Sept. 20 on account 

ot deathyot Ald» Albert DeCainp a.2.4 ee0 doa ose Sept. 
Council to adjourn until Dec. 30, Thursday........... Dec. 


COUNCIL CHAMBER— 


Res. State Asso. Supervisors, use, Feb. 2-4........... Jan 
Res. Mich, Livestock Asso., use, Jan. 19...........005. Jan 
National Aeronautic Asso., ask use of, on Mar. 19....Mar. 
N. A. A.-express thanks for use of...........0.eeeeee Mar. 
Com. appointed on presentation of portrait, Ex- 
IG EV MET ASG IG! wide have fasea:tna ae 0.018 Aula abee sane enlateeago eee ears June 
Committee report on presentation of above portrait...June 
Program on presentation of portrait.............0065 ...June 


COUNCIL CHAPLAIN— 
F, M. Cottrell excuses himself for a time, account 


WEEE he 5 6 is cad add Ak ee aA ee We own de Oe Feb 
COUNTY TREASURER— 
Aadressesueounell ‘Fe. taxes: . cts odie cd eh ee teat Jan 
Notifies of payment, Auditor General, 2d quarter tax, 
Oe GE Oe ree eee Teo a CreY mee PEL pe) Feb. 
Notifies of payment Auditor General Tax, quarter 
ending Sept. 30, 1925,-$20AS054 vee hee ee Peet Feb 
Notifies payment Aud. General tax, quarter end- 
te Beey Sh L925, $10,925.02 nats n oes ve aed. ted bed sae Feb 
County Treasurer reports delinquent tax collection, 
quarter ending Dec. 31, 1925, $34,691.94.............. July 
County Treasurer reports receipt of funds, $16,049, 
UE Me NESS SALE UE TIEN. Cpe Ie ce ar AEs ws oe sve ees Aug. 
County Treasurer gives notice of payment, delin- 
quent tax, quarter ending Mar. 31, 1926, $17,- 
BI4.77 2 had ib ete BOG ch Pdde Ot 24 vee es coe Ws Aug. 
County Treasurer notifies of payment of Primary 
aie veibtary, MONEY tOsCiIty! 6h tack chee cities cee oe Aug. 
Files notice of payment of Auéitor -General tax, 
paeee. Oe, pune, 30, T0205 aids dagden if b ean scale eee Nov. 


County Treasurer accepts bond of L.. Chase, W. 


Campbell, State and County taxes, year of 1926...... Nov. 
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CURB AND GUTTER— 
Comp. calls attention to balance in C. & G. fund...... Sept. 7, 


City Engineer to build curb, Foster Ave. School....... Oct. 11, 


DANCE HALLS— 


License issued, I. O. O. F. No, 45, to B. C. Bennett....June 23, 
A. G. Wesson, Arcadia, license issued ..............65 Sept. 24, 
License issued to Oddfellows’s Hall, No. 321.......... Nov. 3, 


DAVID STREET—Grade and gravel— 
Com. Geo. C. Warren, township clerk, stating funds 
available for David and Mifflin streets.............. Aug. 9, 
Res. City Engineer and S. P. W. proceed immediate- 
ly with improvements—and to make mutually satis- 


PMIGEY ATSADQOWOUIS ods cd dea hte sos 0g wis Sea ve sep ace Aug. 9, 

S. P. W. directed to grade and report cost............ Aug. 9, 
DAVID STREET—Grade and gravel, New York to Vermont— 

MNO Lena sais ele atten dy Ping oa bh caso se Feats June 14, 
DEEDS, ABSTRACTS— : 

Clerk notifies council, receipt of Marlin deed.......... Jan. 18, 

Clerk notifies council, receipt of Holmes deed.......... Jan. 25, 

Receipt of deeds, Lot 78, Adams Add. (Saginaw Ex- 

MOIS OTE RON Ces ua cole eee cag eet te suacdle 4.4 alera'n Cotta Oe Jan. 25, 
Clerk authorized to give deed, J. H. Moores lots..... Feb. 23, 
T. A. Lawler calls attention, errors in description...... Mar. 1, 
Clerk reports notice of sale of land, Regent and 

Pleasant streets, City has no deeds.............+000% Mar. 8, 
‘City Clerk reports registering deeds as follows: 

J. W. Potter—widening Pennsylvania avenue. 

J. W. Raider—opening Raider street. 

J. W. Raider—widening Pennsylvania avenue. 

Tax deed, Lot 4, Honn’s sub............... i, atone Mar. a5; 
Carrie Stocking deed accepted by city................. Apr.. 6, 
Catrie L. Stocking deed recorded ........,.....0..04. Apr. 19, 
Deeds received for Ranney estate ............. Labetn ie LES ae 
Discharge of mortgage, Gorman farm, received....... Apr. 12, 
Clerk reports recording of deed—Moores-Weed (E. 

Michigan avenue park). 

Engineer presents deed to Maplewood and Green- 

OOM ad ohuiae dea dnds Feats nid aie nah es ste eRe June 1, 
Engineer presents release R/W—Duraut sewer....... June 7, 
Clerk directed to record above release........ site sche ote June 7, 
Clerk directed to record R/W—Euclid sewer......... June 7, 
Deed—Ann Barnes Sub. R. H. Scott received......... July 12, 


1926 
1926 


1926 
1926 
1926 


1926 


1926 
1926 


1926 


1926 
1926 


1926 
1926 
1926 


1926 
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Deed for extension of May street received, L: W. 
SUES SE EL aS CR TO AIS, HE Sy else AAUP ied July 26, 1926 
Mayor and clerk to correct erroneous deed, May street... July 26, 1926 
Clerk notifies receipt of Moyses deed, Saginaw street..Aug. 30, 1926 


Clerk notifies recording of Hacker deed.............. Sept. 27, 1926 
Attorney reports receipt of Spicer property deed....... Dec. 13, 1926 
DELEVAN STREET—Curb and gravel, Smith to Mt. Hope— 8 
Engineer presents estimate (curb and gutter)......... May 10, 1926 3 
Engineer directed to construct (curb and gutter)...... May 10, 1926 2 
ries ene es. ET osc vac 9 ce sidas 2c deisadles weabeeo eta May 10, 1926 2 
Assessinent roll presented, estimate cost...... yanitore, ye ats Oct. 4, 1926 as 
Pubhe,.dsprovement, Res. WL d cscs accdd odes mada ded Oct. 11, 1926 ‘2 
Reviewing assessment roll ..............0e000. pe ett Oct. 18, 1926 ‘ 
Pubic improvement Kes, FV. ick esi ne as bait een eae Oct. 18, 1926 2 
DELEVAN STREET—Grade and gravel, Barnes to Smith— 2 
SP. AW. reports adtial cost. ..3 cca. 22). atblachiaas Jan. 25, 1926 > 
Public Improvements Res. V ........ Hebe Pinediod enn hs Apr. 6, 1926 s 
DELEVAN STREET—Curb and gutter, Barnes to Smith— = 
“Engineer ‘reports actual cost.....0¢.ccciscdeceetenees Mar. 15, 1926 8 
Assessment roll presented, actual cost............0065 Mar. 29, 1926 fc 
DEPOT STREET PAVING— 2 
Notice re. underground connections ........c.eeee0e0e Nov. 8, 1926 E 
DONATIONS— S 
Appeal for funds, Mayor of Ft. Lauderdale.......... Sept. 27, 1926 a 
: Committee report on Ft. Lauderdale telegram......... Oct. 4, 1926 6 
Res. to donate $100 to Red Cross for Florida Relief....Oct. 4, 1926 = 
Letter of thanks from Red Cross.......6.cescceeacved Oct. 11, 1926 = 
DRINKING FOUNTAINS— i 
S. P. W. directed to replace—Michigan and Fairview..May 10, 1926 E 
S. P. W. to move D/F, Grand River and Washing- 3 
eth WOWCTMS 505805 -05.h4)5 beh os 818s 8 heen ewdeon pe meme Ped May 24, 1926 8 
S. P. W. to construct, at Saginaw and Chicago ave....Sept. 7, 1926 8 


S. P. W. directed to construct, Washington and Alle- 


REBEL sapere ce, ex eae cio ecko ote Syapida ray sis ctr ok ieton- 0p op aegauioy exces Aug. 30, 1926 
DURANT ADDITION SEWERS— 

Const. of sewers and drains I .......  Meanaaile Gia saemiee May 3, 1926 
Clerk directed to advertise for bids ..............000: May 3, 1926 
Const. of sewers and drains II..............00eceeeees May 10, 1926 
COUPON GIS CEL oa | ea er a May 17, 1926 
Contract awarded E. J. Noyce............ May 17, and May 24, 1926 
Engineer submits plans-and estimate ..............;..June 1, 1926 
Const. of sewers and drains III]..........0........ 000: June 1, 1926 
- Release of R/W—presented by Engineer......... ....June 7, 1926 
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DWIGHT STREET—Curb and gutter, Capitol avenue to North street— 


Assessment roll presented, actual cost...............-. Mar. 22, 1926 
Engineer presents estimate ...... edule as Re ae May 10, 1926 
Engineer directed to proceed ............csecceeceuees May 10, 1926 
Public amprovement Rese, TL ssc! cds wcseecgoed puelooscaveun tenses May 10, 1926 
Pablie improvement. Res7-TiE cic. . ced vcsivasacccdaces Sept. 27, 1926 
DWIGHT STREET—Curb and gutter, Turner to Capitol— 
, BESTS cy 1 gine Reet es ee Oe Oy Sia, es emia pee Apr. 26, 1926 
KSGUIMMIttee™ TEPORt, 44 x6 ete ie Qe. bw awh oop seinen wae Apr. 26, 1926 
Rablic® Iniprovement: Res: -1 oo. 5 teed scn5%0 000008 20's Apr. 26, 1926 
GOMIMNITtOG report: <:./nc mo hes farses aus dGite aaieeere eae May 3, 1926 
paone linpravement Mes T <. 2... 2.6ds00s.00c00neende May 3, 1926 
Assessment roll presented, estimate cost ............. Sept. 7, 1926 
Hearing on assessment roll ............cccccsscccsccees Oct.’ 4, 1926 
Fantic- Improvement Kes. VV ous ondusesescevsaa nae vas Oct. 4, 1926 
EDISON STREET—To be placed in passable condition— 
DOR oh ist eh wchpaka + Ok ps ben cas neS athe wn ca wees Sept. 27, 1926 
Communication from Supt. Pub. Wks., referred....... Oct. 4, 1926 
EDWARD STREET—Grade and gravel, Weldon to Birch— 
Suma aN s TEPOLtS ACtUAINGOSt 2. as.c0 cds stele ee says swags Jan. 25, 1926 
PupliculimnproyeinentvIRes. TT) occ... dice slbled tam de whss's sttels Feb. 1, 1926 
Biolierlmpnoventent’: Rest 2l 5iq\. wee eo oe URN k steed Feb. 1, 1926 
Assessment roll, estimate Cost ........cccceeeceeccenes Feb. 8, 1926 
Pablic Improvement Res. TIT oc. s ccs. ecccevesctinsscas Feb. 15, 1926 
Reviewing assessment rolls: g.4. 060% te mans ove veliecewes Feb. 23, 1926 
Riuplierimorovement ies, LV s5..04 tg sees ovanadmuteoans oc Mar. 1, 1926 
EIGHTH STREET—Paving, south from Michigan to Kalamazoo— 
Pamimeer reports actual cosO 2), . ooo... genisk co semeninn’ Feb. 8, 1926 
Res. to return roll for correction............ IR Feb. 15, 1926 
Assessment roll presented, actual cost.............00: Feb. 23, 1926 
Public improvement GRes! Vo i vis.cceneas caes ae veeeaweee Mar. 1, 1926 
ELECTIONS— 
Petitions to submit bond issue at election............. Feb. 15, 1926 
Petition to submit bond issues at election.............. Feb. 23, 1926 
Res. that city attorney prepare res. for above issue....Feb. 15, 1926 
Res. to submit voting machine purchase, election...... Feb. 23, 1926 
. Res. to hold election, etc., April 5.............020ee cee Feb. 23, 1926 
Res, city attorney prepare charter amendment, bond 
NBR Toy 5) canis sh varia va Rh Dsiahe-b aE SORE CATER Feb. 23, 1926 
Res. to submit voting machines, and form of ballot....Mar. 1, 1926 
Res. to submit amending sections 102, 127, and 148 
to voters, April’.5, and, form of ballot... 0.05.60. 694 Mar. 1, 1926 
Clerk directed to have separate ballots printed......... Mar. 8 


1926 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


INDEX 


\ 
Res, affirmative roll call be attached to election reso- 
lution of March 1), 1926... 40068 oft ob oAS sb laee e ~oe.Mar. 8, 
Merchants Bureau re. special election, paving...,....... July 19, 
Mayor calls attention to congested districts.......0.... Aug. 9, 
Res. naming precincts and inspectors, Sept. 14, 1926...Aug. 9, 
Special council meeting, re. special election, paving. 
OO a) a ee re a eS 
Rés. re. election and form of ballot: oi. 06.0 sasawend eas Aug. 13, 
Res. re. special election to be held, Sept. 14............ Aug. 13, 
Res. to advertise purpose of special election .......... Aug. 13, 
Above resolution rescinded and 2d res. carried........ Aug. 23, 
Governor’s approval to proposed amendment, 148, re- 
RE ee Ae a toh bund as ie Mal a malaga aks seen es Aug. 30, 
Committee appointed re. submission of paving issue, 
PROG batt a goes as bo oes He de hive des Et erewen ease Sept. 20, 
Meeting of board of canvassers for primary election, 
er See Te 10 og hiss base ep abh ba dreds teuatearue Sept. 16, 
Committee recommended submission of bridge bond 
eh a dene dchie bad.a nae amas < one eee meas Sept. 27, 
Street committee recommends streets to be sub- 
mitted for paving bond issue.............c0ceeceeees Sept. 27, 
Res. re. paving bonds and form of ballot............. Sept. 27, 
Res. re. bridge bonds and form of ballot............. Sept. 27, 
Res. re. issue of paving and bridge bonds ballot........ Oct. 4, 
Board of canvassers and recount, 3d and 5th wards, 
Ped sda egg le Or ui es wc a ecdsin aVeamaely seb cea a Nov. 4 and 5, 
Mrs. Crell, presents bill, use of bath, 3d W. 3 P....... Nov. 15, 
ELECTION PRECINCTS— 
Res. naming precincts and inspectors, April 5, elec- 
t1OM meresee LoArice hse hs Paras Hany L Giese eee es Mar. 1, 
Res. to use voting machines in 
8th ward—Ilst precinct 
4th ward—4th precinct 
3d ward—3d precinct 
BU ward—2d, PrECINCt |. so. sane evssvoccnden daknode Mar, 29, 
Res. to remove V/M from 3 W. 3 P sake tala aaa Apr. 6, 
Bes, towlace V/M in.2d) W..4 Pai.gs, cacdedssasirawrres Apr. 6, 
Mayor calls attention—congested precincts............ Aug. 2, 
Res, naming precincts and inspectors, Sept. 14........ Aug. 9, 
Res. naming precincts and inspectors, Nov. 2.......... Sept. 27, 
ELIZABETH STREET—Gravel— 
S. P. W. directed to gravel, from Clifford to west 
ENGNOI Street st er, Loam ean cciglo yes ca heciittaan sme, Orr 25: 
SPS We ReDOntSvactialtC@st yc seas sco c ele omumarers ome Nov. 29, 
City Engineer reports actual cost........... Sore.” Dec. 6, 
‘Public Improvement - Res. TY: 60-0... ke dee ced eae Dec. 20, 


1926 
1926 
1926 
1926 


1926-00 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 


1926 


1926 


1926 


1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
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ELVIN COURT—Curb and gutter— 


EU 


Public. imurovyement, Res, FV cones enslbes oe cwes see ses Feb. 
CLID PLACE—Sewer— 

(SE Ween Ar Se eae ee Se een GM 272) Mar. 
GC IINtLEG, VEPORT ore ab ais HAR Ge chee ced hal Mi ket ede Mar. 
Const; of sewers and draing T sic essccdsscocnceecavins Mar. 
Cansti of sewers and drains Tho... ive te adie etc ah July 
Clerk directed to advertise for bids ................005. July 
Engineer submits release R/W ............. Ey etad ak July 
Ghheting sor bide 2s at. teah bee se ae cee eevee ar ots July 
Contract awarded 6.2 fees lide eves July 12, 1926, and July 
Engineer submits estimate and plans .............000- July 
Const. ‘ot sewers and ‘drains HL ¢ ciciacceusie ie deamon 0 July 
Assessment roll presented, estimated cost............. Dec. 
Engineer Eckert presents actual cost ..........-eseee: Dec. 
bupne! bmprovement: Res: - LE i. ache nea cacis tendons oon Dec. 


23, 1926 


8, 1926. 
15, 1926 
15, 1926 
7, 1926 
7, 1926 
7, 1926 
12, 1926 
19, 1926 
19, 1926 
19, 1926 
20, 1926 
30, 1926 
30, 1926 


EVERETT STREET—Curb and gutter, Main st. to Williams st.— 


RE NTL Be 2b o.a. 2 ies wpa: » WR Sew NE Ribiete ce hase rales 9 aU NE es May 
RomPLee: TEVOlE «6 5c See dae sees cgworsetavenss ene as JO 
Public Improvement Res. I ....... Rr eainbie, ost qeld aes June 
Engineer presents estimate .........0.cccecceeccecens June 
Engineer directed to ‘construct .......0.cencescesseces ‘June 
Pabhiesimprovement Resi TP fini .cccl bcc ceenecweeenes June 
Assessment roll presented, estimate cost .............. Oct. 
Publie Improvemetit Res. TIT .....0....00Fescerceceeee Oct. 
Reviewing dssessment roll ......cscccccvcdedoecncacess Oct. 


Pubic: Improvement Res, [V isco. ss cscvsagaccenes cues Oct. 


24, 1926 
1, 1926 
1, 1926 
7, 1926 
7, 1926 
7, 1926 
4, 1926 
11, 1926 
18, 1926 
18, 1926 


FAIRVIEW AVENUE—Sewer, to 200 ft. north of present sewer— 


FA 


meviewing assessment roll. occ ae cloak eit eeier des Jan. 
Pablic Improvement Res, EV ...4cacet. one Wakdue Gack Jan. 
IRVIEW AVENUE—Grade and gravel, Harton to P. M. R. 
S.'P. W. reports actual cost ..........+e008% te ee Jan. 
Buphe improvement Res: I] cs... seccedee pence dae sans Feb. 
Assessment roll to actual cost ..... ee Mere oon cet Or ee Mach Mar. 
Reviewing assessment roll ...........ccccececceeeeeees Mar. 
Publicinipravement ‘Ress EV leds as wees beset eens Apr. 
Assessment roll to be returned for correction......... Sept. 
Assessment roll presented, actual cost.........seesseees Oct. 
Pabite laipravement Reg. Vi xi akss as coksecevewes andes Oct. 


4, 1926 
18, 1926 


—_ 
25, 1926 
1, 1926 
22, 1926 
29, 1926 
12, 1926 
20, 1926 
18, 1926 
25, 1926 


FAIRVIEW AVENUE—Sewer, Elizabeth street to G. T. R. R.— 


RE AS ee a i cnn > » oo ed ae be aR Cen May 


3, 1926 
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FAYETTE STREET—Curb and gutter, Ada street to Pennsylvania 


avenue— 


Engineer presents estimate coSt ........eccesesceseces May 24, 1926 
Public Improvement Res. 10-1 sb .i023. 005.00 fe Pa ag Titres May 24, 1926 
Engineer’ dirécted ‘to constrict 22.5. J. dedicw cee ecneuee May 24, 1926 
Assessment roll presented, estimate ..........eeeeeeee Oct. 4, 1926 
Public Improvement Res. III .......... ic hse katte anges Oct. 11, 1926 
Reviewing assessment roll .............. vehi: eta Oct. 18, 1926 
Public Improvement “Kes, TV. hoickeceuncdse coeviwoeins Oct. 18, 1926 
FERNWOOD—Grade and gravel, Hayford to Foster— 
Oe 0 cand bs acd ae de bh xokh.coe oe dai es heb kaueen ties Sept. 20, 1926 
Ceptee TEIMOEE vv o944 +4 nce ndands dae hsesecseadsaad Sept. 27, 1926 
Pablieé, Improvement Res. To uci cede sale csaecwes wee Sept. 27, 1926 
Fs We. TENORS, ACital COPE «6 dew cciecarcdedmttaesees Nov. 29, 1926 
City Engineer presents actual cost ..........eceeeeees Dec. 6, 1926 
Public Improvement Res. ID ...... cece eee eee ci praca Dec. 6, 1926 
FILLING STATIONS, ETC.— 
Res. to remove, from north Larch street..............June 1, 1926° 
Remonstrance against, Logan and Main .............. Aug. 18, 1926 


FIRE STATIONS, FIRE ALARM BOXES, FIRE PROTECTION— 
Gibson-Sargeant Co. ask fire protection, connection...May 24, 1926 


FOREST AVENUE—Sewer from Greenlawn south one block— 
Engitieer présénts actial cost oo. c. ccc cesses ctscees ,.Dec. 30, 1926 


FOREST AVENUE—Grade and gravel, Rockford road to Greenlawn— 


on FP. W. teports actual cost 2.2.2.0. 00cceeae ees eR fo .Jan. 25, 1926 
Public. lmprovement Kes. 1D... ccseedes ser dvvsavs codes Feb. 1, 1926 
Assessment roll, estimate cost ........... DA Me Bi ae Feb. 8, 1926 
Pablic Improvement Res. TT 22... 5000. ccesvccveecess Feb. 15, 1926 
Reviewing assessment rolls ...........cccccceescsncces Feb. 22, 1926 
Paslic Tinpravement Res. TV oi. cnc. tied cecacdasacees Mar. 1, 1926 
FOSTER AVENUE AND MARCUS STREET—Grade and gravel— 
S. PB. W; reports. ‘actual cost’ .........%5. Cee ..¢.Jan. 25; 1926 
Public Improvement Res. II .......... el Pies Feb. 1; 1926 
Bublic Improvement: Res. DE ese. 5 dee AOR ees “Mar, 22, 1926 
Reviewing. agsessmtent roll ii... seendarscvswscepacias Mar. 29, 1926 
Assessment roll returned for correction .............. Sept. 20, 1926 
Assessment-roll presented, actual cost ............ vara atte. 18,” 1926 


FOSTER AVENUE—Grade and gravel, 66 ft. south of Marcus-Pros- 
pect— : 

Petition—Mayor and clerk directed to sign ......... ..June 15, 1925 

eG sbi ak aebhwcc sacks paudendetcs cc alee pee ee ee 
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CGaMA I PIES shODO hth, wsaae bdais Aoietierels tbve wie deeaie «Bae alae eee June. 29, 1925 


Bod. Vy AMPOCTER TO PIOCEE 2 ue eens ec ecnceddan ees anve July 13, 1925 
ma We wetiorts actualecost <.os63 suc cea ok ecwdade wns pale Jan. 25, 1926 
IMSSCSSITIENT TON! PESeNtEd sss. a0 wiv aia canis ane’s sou cenee& 0 guess Mar. 16, 1926. 
Public Improvement Res. IV .......... iw desae e Guacine res Mar. 29, 1926 


FOSTER AVENUE—Curb and gutter, 4 blocks north to Saginaw st.— 

Bai itdiQ IVa cree lec <0 ee OMe ace a ae HSS vss SNE Soe June 21, 1926 
(Included in petition for curb and gutter in Foster 
avenue—Michigan avenue to Saginaw street.) 


FOSTER AVENUE NORTH—Curb and gutter, Michigan avenue to 
Saginaw street— 


é 
< 
io SOE Me, Steele ID ny Sh We re fre ab July 7, 1926 : 
Committee report. i oc.saceadecocss 5 cate aoe eaesiage aes July 7, 1926 2 
Engineer submits plans, estimate .............0.0000005 July 7, 1926 E 
Public Improvement Res. 1 .icecdsunscacassacaressanes July 7, 1926 E 
Public Improvement Res. II ............... ea eee July 7, 1926 ie 
Engineer directed to construct ..........cceceeseeseees July 7, 1926 5 
Special assessment roll presented .............000000: Aug. 23, 1926 5 
Punic, impreyement Res. TTD a .0sxs1s0000200 pasaeeseee Aug. 30, 1926 % 
Reviewing assessment roll .......0.sse0cceeesvescerns Sept. 7, 1926 2 
Punic Improvement Res. [TY ... 2.665 cuacescvvneesene Sept. 20, 1926 3 
FRANCIS AVENUE—Sewer, Saginaw street south 150 feet— 5 
meviewing assessinent roll.s.ocs.sacseecdsanvsastegeuns Jan. 4, 1926 e 
Peviewiue assessment roll fis sos iavassconcss casece'sses Jan. 11, 1926 5 
Public Improvement Res. IV ........0ccceeeeeeeeeneees Jan. 18, 1926 é 
FRANCIS AVENUE SOUTH—Grade and gravel, Elizabeth to end of 3 
street— et 5 
S. P. W. reports metal eet 600. co awedadaes Cabeewes Jan. 25, 1926 8 
Public Improvement Res, []] ........00ss0000ceanes ...Feb. 1, 1926 S 
Assessment roll, presented ¢o... view de ssdead oeneweeees Mar. 15, 1926 2 
Public, Ispprovement Res. [IL 2.4... ..00cecurveccesceces Mar. 22, 1926 8 
eevee Hesesement toll ois csccenne eons teconeectine Mar. 29, 1926 9 
Public, Gaprovement Res, PV oa. cacc cerns ecasse cee Mar. 29, 1926 “ 
Assessment roll ordered returned for correction....... Sept. 20, 1926 
Assessment roll presented, actual cost .............002 Oct. 18, 1926 
Publie dmprovement Res, V sic.csnsisctonsssensken yeas Oct. 25, 1926 
‘FRANCIS AVENUE—Grade and gravel, Prospect to Kalamazoo— 
S48, Weg TepOrts acttal) CORE aia sok see neones tena baoe 3--Jan. 25, 1926 
Pup improvement Kes, 11 os 0c saveessccdaesse'oa vn Feb. 1, 1926 
Mesessment Toll presented 4.0.4 66 6560.0 ade en ean ce abel Mar. 15, 1926 
Public Improvement Res. III .............. Serer Mar. 22, 1926 
Reviewing assessment... foll. ;. «05.06. ch00+-e00n aaseees Mar. 29, 1926 


Pwiwic improvement Res, FV oo... 45. .ccse se eens xeewede Mar. 29, 1926 


INDEX 37 


Roll ordered returned for correction............e00005 Sept. 20, 1926 
Assessment roll, actual cost, presented .........-..0055 Oct. 25, 1926 
Public Improvement Res. V......... Days tin ay ante renee Nov. 8, 1926 


FRANKLIN AVENUE PAVING—Center to Railroad (Grand River 
Avenue )— 


Bigimeér creporie ‘actual Cost 2.6. 06. 66 occ eensc dean me os Mar. 15, 1926 
Assessment roll presented, actual cost ............05- Mar. 29, 1926 
Public improvement Res. Vo i. ce.sxcoic ces deans Sees vo Apr. 6, 1926 
FRANKLIN AVENUE PAVING—Center to Washington (Grand River 
avenue)— 
Assessment roll presented, actual cost ............0005 Mar. 29, 1926 
Puptic lopravement. Res. V icy sos dae denweececoeeeunes Apr. 6, 1926 
FRANKLIN AVENUE SEWER—East of Francis to Merrill street— 
Reviewing assessment. roll occ ova once vnids octee Chimes Jan. 4, 1926 
meviewing gasesenient roll: . cess chase saccovenauhs vats Jan. 11, 1926 
Pablic Improvement Res. IV ..is.esicccdsssmns ova adas Jan. 18, 1926 
FULLER STREET—Gravel, from Holmes street east to end of street— 
Swe Wes TEPORES ActialCOst: os .cncenedoata aoe cen amcor Jan. 25, 1926 
Pubhe Iniprovemetit Res: EE a sades es scam sa6. ae otse aie Feb. 1, 1926 
masesampent roll, estim@eted COSt 0.65.2. swcswnedenenans Feb. 23, 1926 
Public tiiprovement Res. DRE sacciciae ccaawe vocenanans en Mar. 1, 1926 
Reviewing assessment. roll oo. nccsentaecetaealaeeonmmeas Mar. 8, 1926 
Purple Isppravemenrt Res: TV acccsdacndsngedaseeeoents Mar. 8, 1926 
Assessment coll. acttidl COStiiac + <a news congas ores eteae Mar. 29, 1926 
Pepe Improvement Ket Vs svsavccatysredivawsenneas Apr. 6, 1926 
FULTON PLACE—Curb, gutter, gravel, Osborn road to Drexel road— 
Special assessment roll presented ................ pogo) ait, 28, 8926 
Public Improvement Res. ID... ccc cccccsseawcsecavee’s Feb. 1, 1926 
Se Cr a a re Feb. 8, 1926 
Public Improvement Res. IV ............... er asta ....Feb. 15, 1926 
Engineer reports actual cost .....6..0csceestcsase ween Mar. 15, 1926 
Supplementary roll presented ..... 45. .csescncctucoseas May 10, 1926 
Pablie Iniprovement. Reéss. Vi cds sdimecdavecane 1. kerattans May 10, 1926 
G. A. R— 
Res. to draw warrant $500 for G. A. R. ..........000 ee Mar. 29, 1926 
Letter of thanks from G. A. R. for $500 .........0004: Apr. 26, 1926 
GAA. Rextetid invitation to council 06.063... 60 605 eee May 3, 1926 
GARBAGE— 


J. Spitler renews claim $35, against Garbage Dept.....Feb. 1, 1926 
City attorney files Foss accident claim, Garbage Dept..Feb. 23, 1926 
Committee disallow Spitler claim ...........ccceseee Mar. 1, 1926 
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Committee disallow. Foss accident claim.............. Mar. 1, 1926 
Statement of garbage can fund, to March 25, 1926...Mar. 29, 1926 
Com. on Ordinances recommend $1.50 per can..........Apr. 12, 1926 
Garbage ordinance passed 2: ....4.2005ce0ceeneeneeeas Apr. 19, 1926 
Res. to add $7,000 to garbage fund for shed .......... Apr. 26, 1926 
Res. to add to fund for use of car, garbage....... ,....Apr. 26, 1926 
W. and L. E. Board com. re. power line to garbage 8 
SA potge eke sss hehe s hha cere rae ess Viadelsesendeles ees, Je 5 
GLENROSE AVENUE—Grading and graveling— 2 
Ee ans cea kwsa cn chuwenee vbheeenas nseeaen se July 26, 1926. 8 
Lansing Paint & Color Co. offer to furnish gravel free..Jul¥’26, 1926 5 
Committee report ‘favorably . ...4%.02c00s00-n200040045 Aug. 2, 1926 8 
Public Improvement Resolution I ...............0000- Aug. 2, 1926 i 
Sof, W. directed to proceed .6.caccsscscavdsvexdseooes Aug. 23, 1926 2 
~ ~¢ 
GORDON AVENUE—Grade and gravel, Rundle to Osband— gE 
ir ve Teports actual cost .....cesegeaseescevacs se oes Jan. 25, 1926 o 
Pie Tpeoventent Res Tl 44s. e4s1esenavsarene dane Feb. 1, 1926 5 
Assessment roll, estiiate cost .......000.000srveeeeeee Feb. 8, 1926 5 
Peuue improvement Res. TEL ....6.s00sss0s¢eeanseens Feb. 15, 1926 % 
Reviewing assessment rolls ..............2cccceeeceees Feb. 23, 1926 e 
Public Improvement Res. IV ............s+seeeee++--Mar. 1, 1926 £ 
Com. eight signers—re. construction work............ Aug. 23, 1926 2 
Res. that S. P. W. proceed with work.............055 Aug. 23, 1926 5 
GORDON AVENUE—Grade and gravel, Logan to Rundle— a 
See petition for curb and gutter ...........ccceeeeenes June 28, 1926 £ 
S. P. W. reports cost of grade and gravel.............. Nov. 29, 1926 : 
Public: Mnprovement Res. W cé cssd ec cddiehae as Sale came Dec. 30, 1926 ie 
GORDON AVENUE—Curb and gutter, Logan to Rundle— 8 
ROCCO fobs ARs atte s Aiea acignoinns oa cham meters June 28, 1926 © 2 
Sorimmittoe “nenont’ Jtincieskctveing’s odia sie one Oe Oe sep ns July 7, 1926 2 
Public Umiproyement Res, To ..6ed. 50.0660. 008o Pr ie Ph July 7, 1926 S 
Public Improvement Res. II ............. ote Phares July 26, 1926 3 
 Bngineer (presents estimate: .'ss.esse.d hese cles cmee es July 26, 1926 o 
Pingineer ‘directed to comstruct: oi. i... te. ee eles oe July 26, 1926 
Assessment roll presented, estimate cost .............+- Oct. 4, 1926 
Pablié improvement Res. [IY o... ces oa sense tciesion ese Oct. 11, 1926 
Picatinn Or MO DCAIE ooo s Tee Res Pee eee Oct. 18, 1926 
Public Improvement Res, IV ..3...:62 ss veaesnecedese’s Oct. 18, 1926 
S. P. W. reports cost of grade and gravel............. Nov. 29, 1926 
City wengineer reports acttial cost \i.....5. dense sve vow sae Dec. -6, 1926 


GOODRICH STREET—Grade and gravel, Logan west one block— 


oe. WwW, reports. actual cost .....3.s0000..5 Petre Jan. 25, 1926 » 
Public Improvement Res. II .............45: nase sea ae Feb. 1, 1926 
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Pubne Improvement Res. Hbcdei fees. oPited hes Feb. 15, 1926 
Reviewing assessment rolls ....0... 0; ccecedecceeceseds Feb. 23, 1926 
Pumice Improvement. Res, [Vays biswehiancocens gas Mar. 1, 1926 
GRAND AVENUE—Pave and widen Michigan to Kalamazoo street— 
Engmeer reports actual. cost’ i. sec <<scacvanns neo une Mar. 15, 1926 
Assessment roll presented, actual cost ..... Daiios wend Mar. 29, 1926 Z 
Ruble Improvemert. Res, Vo << o1s ie ewes eget ea es « Apr. 6, 1926 a 
GRAND RIVER AVENUE SEWER SYSTEM— a 
Const. of sewers and drains I ........... py San at Aug. 9, 1926 aa 
Clerk directed to advertise for bids ............c.eeeee Aug. 9, 1926 g 
Opening of bids—sewer pipe ...........0cceuececcees Aug. 18, 1926 S 
Res, awarding contract—sewer pipe..........ececeees Aug. 23, 1926 $ 
Committee report recommending rejection of bids....Aug. 23, 1926 $ 
Committee report recommending acceptance, sewer 3 
PTs DCU) sed Sia beipoer «to dee hoe te Si a eats a CES Aug. 23, 1926 a 
Res. accepting bid of Ind. Con. Pipe Co., pipe........ Aug. 30, 1926 5 
Clerk directed to re-advertise for bids, construction....Aug. 30, 1926 2 
Committee report on sewer bids ...........eccceevees Sept. 20, 1926 & 
Rés. awarding contract, E. J. Noyce... ic. .cccs een ovate Sept. 20, 1926 g 
Res. awarding contract, E. J. Noyce...........e0c0ee Sept. 27, 1926 3 
Constiiof sewers, and, drains OT so hicsccee obcateee oens Sept. 27, 1926 2 
Peering Ol APDORIS soc. 0s sng a ceBs cawdis cba d0ey ee ae Oct. 4, 1926 2 
Engineer presents estimate ...........ccecccecccevcees Oct. 11, 1926 5 
Const. of sewers and drains III............. ccc cece . Oct. 11, 1926 = 
GREENCROFT SEWER— : 
CLE O Mae ays, Hee Oa aaah trait dee erocel wie eet As i bp en ee Mar. 29, 1926 S 
Gorst. of Sewers and ‘drams [TF oo. coca cdvcanataras cans Aug. 6, 1926 = 
Engineer presents release of R/W, Reo Motor Car....Aug. 9, 1926 is 
| Clerk directed to advertise for bids ............ thems Aug. 9, 1926 2 
\ Opening of bids—sewer pipe .............. tailgate cA Aug. 18, 1926 g 
Opening of ‘bids—construction ococ.secnees oc nade. yaees Aug. 18, 1926 8 
Committee report rejection construction bids.......... Aug. 23, 1926 3 
Communication re. recommending sewer pipe bids..... Aug. 23, 1926 < 
Res. awarding contract—Inde. C. Pipe Co............. Aug. 23, 1926 
Res. to accept release R/W, and record.............. Aug. 18, 1926 
Res. awarding contract—Inde. C. Pipe Co............. Aug. 30, 1926 
Res. clerk re-advertise for construction bids.......... Aug. 30, 1926 
Committee report on sewer bids .......cc.ccccevecees Sept. 20, 1926 : 
Res. awarding contract—E. J. Dennis................ Sept. 20, 1926 
Res. awarding contract—E, J. Dennis................. Sept. 27, 1926 
Gonstof sewers. atid drains LM 26.5 o...cg be ede esac aus .Sept. 27, 1926 
Elearning woin appeals’ wicls ails = See a oe BRITS he f daleeme sche Oct. 4, 1926 
Peameer presents estimate ......0 0.06050 adie tena a: Oct. 11, 1926 


Const. of sewers and drains III ............. ee teoabas Oct. 11, 1926 
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GREENLAWN AVENUE—Sewer, Cedar to Maplewood— 


Assessment roll presented, estimate cost ............. Jan. 4, 
Public Improvement Res. Tt) of. ices csc vvaaeds view Gone Jan. 11, 
Beviewi0e Assessment TOM veo cs csa0es cons acne aiensrs Jan. 18, 
Public. Inipravement Res: IV .osksh.s case ebeaanae see Feb. 15, 
Pngineer presents. actual! cost Gh... <..ci 0. seectes sence’ June 1, 
Oust. Sewers ANA ATAIIG s5.0k 66. asda nes sen twaactasen Aug. 'Z, 
HHeAtinee Of, ADPCAlS: tisha.d cso sedewds .4 bas cele ee ows ¢o7as Aug. 9, 
Clerk directed to advertise for bids .............00 ee ee Aug. 9, 
Opening of bids—sewer pipe ............es0ccccceeeees Aug. 18, 
Opening of bids—construction ..........c0ceceee0essne Aug. 18, 
Committee recommend contract to Smith & VanLake..Aug. 30, 
Res. awarding contract to Smith & VanLake.......... Aug. 30, 
Res. awarding contract to Smith & VanLake.......... Sept. 7, 
Assessnient roll, presented, estimate cost............. Aug. 30, 
Public Improvement te. Vo o5..5.5 cvs sees eeeau we Sept. 20, 


GREENLAWN-—Sewer, east from Cedar— 


Petition for sewer and watef wis vscadecssecenvcncadss June 7, 
PeNIRTPE SCDOT: 64. kek as bus show aeaeenba ce lengeeeeeace July 26, 
Gonst.'o! Sewers and drains Dic ....063.00%4 beaten gi ease July 26, 
Engineer presents estimate .............ccececeees woos Oot, tak 
Const\ot sewers and draims U1] ........cn0c0%eeewes coos Oct. 11, 


GREENWOOD AVENUE EXTENSION— 


Deed to Marlin property recorded ............0.000005 Jan. 18, 
Deed to Holmes property received and recorded....... Jan, 25, 
Engineer presents deed for opening ..............006: June 1, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 


1926 
1926 


HAMMOND STREET--Grade and gravel, Weldon to Birch streets— 


Semis WN, DEPOrts. ActWal) COSP ofa cticG . Ae dctrwlacsyaw sees egg Jan: 25, 
PBablic: Improvement Res: LT ces ajc acs, nse a aca ow ewes Feb. 1, 
Public improvement Wes. Toc. vacs oboe coc saeewp caese Feb. 15 
Sssessmment roll, presented 2. .dises docs var ccnacesseeews Feb. 8, 
Pablicolmprovement Res) TD ....5:s%c06 sos vteeeae peace es Feb. 15, 
Reeviewme assessinent rolls ..snenress cacosscedntasssng Feb. 23, 
Public. buprovement. Res, TV oc. ck cas cucas casey ecakes Mar. 1, 
HAPEMAN STREET—Sewer, Willow to Hyland— 
Public Improvement’ Res, TM oi... .sed350.00.rnaus eve. June 7, 
Reviewing assessment rolls .....0.cs.cnscsevesevavens June 14, 
Public Improvement Res. IV .............- jE deetoe June 28, 
S. P. W. directed to put street in shape .............. Aug. 30, 
HAYFORD AVENUE—Grade and Gravel, Saginaw to Franklin— 
Pvt. 1y. YEPOrts SctUal Gost .sccisaswossscaacecaeeweans Nov. 29, 
fae Tieiscer reporis actual cost... ..s......00 000009 Dec. 6, 


Public Improvement 1 Ceo US eS Se oa ee eS Dec. 30, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 


1926 
1926 
1926 
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,HAYFORD AVENUE—Courb and Gutter, Michigan to Prospect— 


Bigmeer reports actual case. oi... s oeeee cues wer kbaes Mar. 15, 1926 
Supplementary assessment roll presented ............. May 10, 1926 
Public: Iniprovement Res, VW. 6 cicada dig gcd ea vce secs ss May 10, 1926 


HAZEL STREET—Curb and gutter, Pennsylvania Avenue to Parker 


street— a 
Bugineer reports actual cost ......0icseeuereesavev sed Mar. 15, 1926 5 
Public ‘Improvement Res.cV c.ec.s cece ts elivaieden es Mar. 29, 1926 5 
Assessor presents actual cost- roll eee ivess nde iM Mar. 22, 1926 FS 

(a) 
HAZEL STREET—Curb and gutter, Parker to Holmes street— 8 
GGTIOEY 6.5.8.6 Serre cuace.sy coeiaren a canara Rapttn nesses ees Mar. 29, 1926 g 
Temee Bt GGmCN 2 ea gs os nape eweee es aabewues Apr. 6, 1926 a 
Public Improvement Res. | ci... cccciencnas ee ay Apr. 6, 1926 2 
Eamineér presents estimate .. 06s. sci sectovnwnenencigs May 10, 1926 ra 
Res. directing Engineer to proceed .......... ccc cc eu eee May 10, 1926 < 
Puble Iniprovement Res, U1 an cdncs nc dees vowevade slays May 10, 1926 5 
Assessment roll presented, estimate cost ............. Sept, 7, 1926 iS 
Public Iniprovement Res. II0 2... 66..ceeeee ss soneene Sept. 27, 1926 @ 
Hearing on assessment rofl .........00s0: 2 Give a lege «Oct. 459% a 
Public Improvement Res. IV .......... émcpacihte tins ..Oct. 4, 1926 8 
HAZEL STREET—Sewer, 150 feet west from River street— 2 
BR sv nessabt rer: «bine tal yond nt ahha pee ebet gee Oct. 4, 1926 EB 
Const. of sewers add drains 1... ..cceecepesstmvenne ake Oct. 11, 1976 5 
COMMITEE LEDOR Ey ts, adit oss s-0 Part actes a. wreath e woes ee eiee Oct. 11, 1926 ° 
Report of Engineer giving ioe eosts,—Ct@seves verve Oct. 18, 1926 o 
Ghent ge: lh TCS) 54. cto aes. Se omen acegecn'a ons Ui ore ic) a ae Gree ae. RRO Oct. 18, 1926 s 
Contract awarded M. Maurer ...........4. Oct. 18 and Oct. 25, 1926 : 
Const. of sewers and drains UL. 0 iscvccesvssanchso ne gue Oct. 18, 1926 = 
PROTO Ol, ABPERIS acon dee cvnscande denna aepredenenaee Oct. 25, 1926 5 
Gonstiot sewers: andsdtams WM. Wee ys <a Nov. 8, 1926 8 
Assessment roll presented, estimate cost..............- Dec. 20, 1926 ° 
a yoke, Improverment Kes 1M ai. 263. hoe Farce cesses te Dec. 30, 1926 = 
HEALD PLACE—Curb and gutter, Hosmer to Bement— 3 
OEM Bik; cotea picked cies ws » Seton WG Sede aae Wns geet Wes Oct. 4, 1926 < 
Pubic  Mnipravenierit Wes. deess ne sene ic sewage aes Oct. 11, 1920 
Cummittee report .......... pti foes st bas cas Sra Se Oct. 11, 1926 
HENRY STREET—Grade and Gravel— 
Sie. We Leports actual COSE \.. cscn ao date eas caouh + ooeers Jan. 25, 1926 
Pople improvement Res. (TF 22. cascccsccsansastageeces Feb. 1, 1926 
Eooic ivaprovenient Res, |. occ es ucccas cated isrardimen Feb. 1, 1926 
PNSSeSSNe lit, FON: PrESEMtEd oo. icaig a aediarnes & a0 00st ones Feb. 8, 1926 
Ruane improvement Kes, LIT 2. cscs cece een de isecaacs Feb. 15, 1926 
Beviewme assessment rolls ccc ccd vs dec senvsesencs Feb. 23, 1926 


Rupe Improvement Res. PV i. ccc evens cel ace ceataeas Mar. 1, 1926 
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HENRY, ALSDORF, ‘HAMMON AND EDWARD STREETS— 


Gravel— 
Sulbesavve reports! acttlal “COS: ..00 c.58h oes assurances Ose Jan. 25, 1926 
Fuove taiprovement Kes, 20 i gc04% Sics cuceenctasae ds Feb. 1, 1926 
Paoit Improvement Rese) iis nice ds<d sab susie swale s Feb. 1, 1926 
HERBERT STREET—Curb and gutter, Baker to Mt. Hope— 
Paigineer reports actual cost ......0.00ss08000s ose Mar. 15, 1926 
Assessor presents actual cost roll .............. es eee Mar. 29, 1926 
Puke, improvement Res, Vo sic cacss cones ccvesdses ness Apr. 6, 1926 
HICKORY STREET—Curb and. gutter, Pennsylvania to Hosmer— 
Assessment: Toll Submitted! st. cuceoc sha ceased seeder ack Jan. 25, 1926 
Ponte: Imbrovement Res. 110 6.6655 cc se as dveeas'sacvad Feb. 1, 1926 
Reviewimp assessment roll ....05..c0ceecscasvedecverae Feb. 8, 1926 
Ponce Improvement Mes. FT ot oi. steers ee eae ade ess Feb. 15, 1926 
Engineer reports actual cost 2.2. ...6..cs0ccsscecbeeds Mar. 15, 1926 
Proc linprovement Kes, V i. sas des cscg dev dvarscsoue’ Mar. 29, 1926 
2 Assessor presents actual cost roll ....... 0... cee eec eens Mar. 22, 1926 


. HIGH STREET—Curb and gutter, Franklin to North street— 


Assessment roll submitted ............ccssseetecesenss Jan. 25, 1926 
Pegimneer reports acttial cost ....4.... 00sec seeaeestus Mar. 15, 1926 
Pablic danprovement Res, Vo acscsuscevcncencaisaveedes Mar. 29, 1926 
Assessor presents roll, actual cost..........ececeeeeces Mar. 22, 1926 


HIGH STREET—Paving, Franklin to end of street— 


Underground work ordered ..... 0s s2sp0s eeaeeesavews Nov. 8, 1926 
HIGH STREET—Curb and gutter, from North to city limits— 
ui@ity pngineer reports actual cost ..2....0.0¢sss00456 Mar. 15, 1926 
Public Improvement Res. V .............: seigstes vow WAL. 2OEOZG 
Assessor presents roll, actual cost ...:.....c0cceceeees Mar. 22, 1926 
HOLIDAYS— 
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August 25th declared holiday for city government 
celebration, with Butchers’ and Meat Dealers’ Asso- 


meer fn sta tk Ak a 4 du batpeaasdus whi Moe esate eee July 19, 1926 
Res. designating city hall closing, Aug. 25..... Gee ert Aug. 18, 1926 
Res. declaring American Legion convention period, 

“tiome Comiig and Holiday” ).....08...5 6609s ess Aug. 23, 1926 


HOLMES STREET—Sewer, Jerome street north to end of street— 


Res. awarding contract, Maurer ......... Oct. 25, and Nov. 1, 1926 
Engineer presents plans and estimate................ Nov. 8, 1926 
Gonst, of sewers and drains (IT ....065......0.00s0050 Nov. 8, 1926 
Assessment roll presented, estimated cost............ Dec. 30, 1926 


INDEX 
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HORTON AVENUE—Curb and gutter, Michigan avenue to Industrial 


School— 
BA PIMGEE MECDOMS ACLUAL COSUs ssh edie sned slow amealeuls Mar. 
Public Improverient Res. Vio onc ce cciceed’s eves taunaes Mar. 
Assessor presents actual cost, roll .........c cc cece eee Mar. 
HOSMER STREET NORTH—Curb, Michigan avenue to 
street— 
Engineer presents estimate . o.oo. cues &aye-smcyeen teacoets June 
Publie Improvenient Res. Ho: 6c ec ccen cers pease June 
Engineer directéd “to Construct lows... cece taduesenas June 
Assessment roll presented, estimate cost..............- Oct. 
Public Improvement Rés. HI ....5 . cc qcew taanidss ox aes Oct. 
Reviewing dassessitient rolls. 13 ces neces catenins He sete Oct. 
HOSPITALS— 
Health committee recommend addition, isolation hos- 

DULG is eke 215s, SK cated, Sys avecas ous eprat aaa oie More RD AOR Mar. 
Res. to include $25,000, 19267 DUdREb.s whe os wenn ae Piece Marg 
Res. attorney restrain sewer connections............. Mar. 
Bldg. Committee Board of Health recommend addition 

to Hospital be built by City Engineer................ May 
Res. directing Engineer to proceed ..........cccce ces May 
Res. to purchase Lange Hospital—tabled................ Nov. 
North Side Coml. ask to defer action one week.......... Nov. 
Res. Real Estate Board to appraise property............ Nov. 
Res. to take Lange Hospital Res. from table............ Nov. 
Res. read and tabled until 2d Mon. in Jan............... Nov. 
Real Estate Board appraise Lange property............. Nov. 

HOUSE CONNECTIONS— 
Res. to remit for erroneous house connection assessment, 

and re-assess to proper descriptionS.............eeeees Oct. 
W. & L, E. Bd. submits cost, H-C Penn. avenue...... Dec. 
W. & L. E. Bd. submits cost, H-C Magnolia avenue....Dec. 
W. & L. E, Bd. submits cost, H-C High street........ Dec. 

INDUSTRIAL SURVEY— 
Communication—Alderman Christie, receives taddaiedel 

UENO fh aGxdlnwe ac) ges eat ie eat T eG ve cok etae ras June 
Res. Mayor appointed Com. to act with Chamber of 

CE NHIIMENCE MOM: > 65, « 6 vs aw eget POEMS Se soo 8 ote o shee June 
Res. re employment of Prof. Allen Paris of M.S. €. 

to make a survey of city for $2500........ June 28 and July 
A. Forsberg addresses council on survey, etc............. Nov. 
Prof. Forsberg dir. to prepare material on. survey for 

ere siete atl, l, MALS «cid awlerde ca aahk bie das golake ove Dec. 


15, 1926 
29, 1926 
22, 1926 


Jerome 


28, 


7, 


1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 


1926 
1926, 


1926 


1926 


1926 
1926 


1926 
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INDUSTRIES— 
Com. from C. L. Knapp re woodworking plant.......... Aug. 30, 
Res. Mayor appoint Committee to investigate........... Aug. 30, 
Mayor appointed, Christie, Kircher, Troyer............. Aug. 30, 
Committee report, recommending obtaining of a building 
Site: for ‘wood-working ‘plattts cs» 050445005 00420004) 0 Oct. 4, 
INGHAM CO. T. B. ASSO. AND FRESH AIR CAMP— 
Ingham Co. T. B. Asso. asks $1500 appropriation for 

Pye6n Fav (aimp—Penerred. ay ss onda wn cata vas oosue ses July 12, 
F, E. Mills and Miss Tenny address council......... se son A Ay 
Committee Report—$1000 appropriation............. L.. July 19, 
es, to transfer $1000 to Poor 1 B...... cc cece deawaens July 19, 
Res. that Association make financial report............. Sept. 7, 
Statement of Expenses referred to Ways and Means 

MB ortaa TNs Oye ics ice yes sete Sem ees ioe coe sae te ts Sept. 30, 
Committee report and motion, to transfer $500 for camp..Oct. 4, 

INSURANCE— ; 
Committee Stratton Insurance Agency, re insurance..... Mar. 1, 
Aetna Insurance Co. communicate re. E. T. Kiehl...... Mar. 29, 
Committee Report on Alderman Klock’s Res. 11-23-25 

not recommending municipally carried insurance....... May 3, 
City Comptroller to report all insurance matters......... May 3, 
Comptroller ask approval of renewal insurance policies..May 10, 
Comptroller asks re. approval renewal policies.......... May 24, 
Renewal of Policy—721 E. Shiawassee referred......... Aug. 18, 
Res. to insure asphalt plant, Columbian Insurance Co.....Aug. 30, 
City Comptroller notifies of policy expirations.......... Nov. 15, 
Mayor appoints committee to investigate group insur- 

Oo EPRARE PRR se vind oo ey Fa were ogee mee Metre Cay i en Nov. 15, 
Committee receives re-placing of above policies.......... Nov. 29, 

INVITATIONS— 
Trades and Labor Council motion picture................ Jan. 11, 
Dencing Party—"“Dreamland Hall? 0... 0.506022 cees eeu Jan. 25, 
Chief Seymour’s Eighth Anniversary dinner............ Mar... /43 
Mrs. Vanduine invites council to listen to lecture on Par- 

WAMCN TARY GAIN. Jian. oud chav otras anand Atatrs beR ee ghst Apr. 6, 
G. A. R. invites Council to Saturday meeting............ May 3, 
Chief Seymour invites Council, inspection............... May 24, 
Cowncil invited to camp at Grayling... ......0+.60.0se0+ July 26, 
Caines), BCCepis. WVITAHOR. ss ws nes ny has os po ees eed Aug. 9, 
Council accepts Alderman McComb’s invitation to Ki- 

RN Me Re er ES oa Oe Sew 3 geet eum ane Sept. 7, 
Rev. Kingdon invites council—Thanksgiving Service....Nov. 15, 
Invitation to Rev. Eric Tasman’s reception.............. Dec. 13, 


1926 
1926 
1926 


1926 


1926 
1926 
1926 
1926 
1926 


1926 
1926 


1926 
1926 
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1926 
1926 
1926 
1926 
1926 
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ISAAC, WILLIAM, WEST, NIPP, EVERETT—Curbs and Gutters— 


Pett * a od. hdc as as UA SA Pe Reeds Ae Sept. 27, 
Public Emprovenient: Res! W050). dete tad wee aes Ae he Oct, 11; 


ISAAC STREET—Paving, Logan street to Middle street— 


Paving Isaac—Middle to Logan—bond issue............ Nov. 2, 
Res. regarding underground work, etc............ee0eeee Nov. 8, 
JAIL— 
Mayor recommends appropriation for jail............... Apr. 19, 
Committee on Police recommends $15,000 in budget.......Apr. 19, 
Res. that jail prisoners work for city.............eee00: Apr. 19, 
Res. to place $15,000 in budget for jail...............00. Apr. 26, 
Res. to install ventilator in jail—$482.00................ Sept. 7, 


‘JEFFERSON STREET—Curb and gutter, Capitol to Pine— 


City, Engineer reports actual ‘CoSticsi% i ace cre ene. dvs aoe Mar. 15, 
Supplementary Assessment roll presented................ May 10, 
Fubpnc Improvement Res, V oosscce cscecinads nneunaeemees May 10, 


JENISON AVENUE—Sewer, Willow to 160 feet south of Hyland— 


Reviewing Assessnient: Rolls. ;...02-04 2% onc eay ot ee aoe Jan. 4, 
Reviewing Assessment Roll. ......0seisiccwienutyeseedes a Janet, 
Public Improvement Res. IV..........0000 Se diew scion a ee Jan. 18, 
S. P. W. directed to place street in condition............ Aug. 30, 
JENISON AVENUE—Paving, Saginaw street south 90 feet— 
Public Improvement Ret. Ibs soca. ¢00ecdudad tadriaaam ne Feb. 15, 
Engineer presents estimate cost..... nten fs Siaeaea eae Feb. 15, 
Bigineer presents actital cost... o..8ss0c0.sdvnasanateeee Mar. 15, 
Assessor presents actual cost roll.......... 0... ce eee ees Mar, 29, 
Public Iniprovemient. des. MMe, oo ies 3 sani snc contac awe cues Apr. 6, 
Reviewing Assessinetit ROM. « osc.0 sclsed.gade qn gone ocean e Apr. 19, 
Public, Pmprovément Res. LV «osc. 2 ce cleswe ec cen cai eoee Apr. 19, 
J. S. Bennett presents roll, actual cost......... eee May 17, 
Paoli Tnprovement Res. V .. os is sched ved nnseaeghen ed June 1, 
Kes, rescitiding Kes, LV and Vo... 20¢ecs .ceeneccuaecd nas Oct. 11, 
JEROME STREET—Curb and gutter, Horton to Fairview— 
@ity Engineer reports actual’ Cost ..dac,.. tc... aus ow van aes Mar. 15, 
Assessor presents roll, actttal 'cOSts.. i... oe ccc csinoe eos Mar. 22, 
Pablie Iniprovement Res. Vinci tasteogarte sce. anaes Mar. 29, 
JOHN STREET—Curb and gutter, Polly avenue to end of street— 
Gry Engineer reports actual costs 200). cl ei les os oe od Mar. 15, 
Assessor presents roll, actual cost...........eeceeeeeees Mar, 22, 


Pubic Improvement: Res. View. eles ee ie ek Mar. 29, 


1926 
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1926 
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1926 
1926 
1926 
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1926 
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JUSTICE OF PEACE— 


Judge Steinkohl resigns as Municipal Judge............. Mar. 29, 1926 
Council recessed to consider appointment...............- Apr. 6, 1926 
Res. to postpone appointment one week...............055 Apr. 6, 1926 
L. Credit Exchange rec. D. Mosier, as justice.......... Apr. 12, 1926 
| H. A. Jersey recommended by 42 petitioners............. Apr. 12, 1926 
as. ho Ballet for: Wish. co.cc cts oc vos nhacwhvce sesso Apr. 12, 1926 
| Res. Mayor cast deciding vote..........sscncasssuenenns Apr. 12, 1926 
Mayor appoints J. McClellan, Justice of Peace.......... Apr. 12, 1926 
Res, Fixing salary of Justice of Peace at $3,600 per yr...Oct. 18, 1926 
Res. to reconsider above res..........cccsccccceecceeece Oct. 25, 1926 

Res. to amend to read “commencing with 2nd Mon, in 
MOUSER! on oo 4 be St ake pnd apiece ru nebeas Oct. 25, 1926 
: C-A to give opinion of res, raising judge’s salary........ Noy. 22, 1926 
Res, fixing salary of Justice, $3,600—2nd Mon. Jan....... Nov. 26, 1926 
C-A gives opinion—salary of Justice..............e0. eee Nov. 29, 1926 


‘KALAMAZOO STREET—Paving, Huron to McPherson’s Subdivision— 


ORD B ical. 5s Sided rank pesah aren aca ve Abe Reese eae eh eae Nov. 22, 1926 
RI URNGS so i. nacanihe aiahsadeoap habe ceawsbeen Nov. 29, 1926 
Peaplic Improvement Res.1 3.0045 056 6. vss ee eiaevaanvar Nov. 29, 1926 


KALAMAZOO STREET—Widening, Grand avenue to River street-— 


BR eer. Mees eee ael O, s wasks eacadane July. 19, 1926 
OR ODGYE 5 Shoes eg veadess saku geste sng aa sdnawees July 19, 1926 
Public. Improvement Res. I............sceccecsceccesece July 19, 1926 
Res, to reconsider vote on widening, lost................ July 19, 1926 
Res. to negotiate for notes to pave, tabled................ July 19, 1926 
Property owners on E. Kalamazoo speak re widening..... July 26, 1926 
Engineer presents estimate COSt...........csecceeeeees Aug. 2, 1926 
Res. extending payment on roll one year, etc............. Sept. 27, 1926 
Res. directing Engineer to pave, widen to 54 feet........ Sept. 20, 1926 
Pid disprovement. Res. To... 0... beh i eases Sept. 27, 1927 
mssessiient- Tol: “presented: . 4. 4ss 54 ess tales ss 508 tees Oct. 11, 1926 
Public lmprovement: Res, TW eae fees tess don deste 4 Oct. 18, 1926 


Reviewme. Asses¢ment Roll. vicis. i. d.cielaccasscedecees Oct. 25, 1926 


KEENEY COURT—Sewer— 


Reviewing Assessment Roll.............seecceceeceeuees Jan. 4, 1926 
Reviewing Assessment Roll...............eeeces rms it Jan. 11, 1926 
Public Isviprovement’ Rés. TV... cos ccna. cance cecdesen Jan. 18, 1926 


rune. DYCSAIES ACtMA] GDSES b peigenis saiunes oa a0 xe ewe es Dec. 20, 1926 
Engineer presents estimate and actual............... ,.».-Dec. 30, 1926 
Public Improvement ANE Ree ae Sa Tee: oe, Ye Dec. 30, 1926 
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Engineer: presents estimate... 6.5.0. cies cede aeons os May 10, 


INDEX 47 
KINGSLEY COURT—Curb, gutter, gravel, Huron to Logan— 
ae ie a ar em ER PH OM) BI ta helo Apr. 26, 1926 
Commncree Report 3.0. ¢ccecede eet e i elbewiadailees enn Apr. 26, 1926 
Puplic: liprovement Res. 2 oi. caine cisahadeen Mewes fe PO .Apr. 26, 1926 
Committee Representative ...........0..0005 they Gh arly im May 3, 1926 
Publicilmprovement Res. TD. ox... 2..hdeceeee olla. ds Aue ’,May 3, 1926 
Kngineer presents estitnaté. .. 5... es cass eenawsveccaueand May 10, 1926 
Engineer directed to proceed............ PS coy tn May 10; 1926 
Punic Pnprovement Ness Teac ccs dina) oak ew vite kiwle wets May 10, 1926 
Eng. recommends removal of trees....... ated ata dna k ced June 14, 1926 
Committee records removal of trees, tabled 1 week....... June 21, 1926 
Res. to remove trees tabled 1 week...........0cccceeueee June 21, 1926 
Remonstrance against widening.............cceeeccseses June 28, 1926 
Public hearing on widening of Kingsley court............ June 28, 1926 
Res. Mayor appoints committee, investigate, lost......... June 28, 1926 
Committee recommend ‘street widening...............05 June 28, 1926 
Res. to make roadway 18 feet, carried..............ee0e: June 28, 1926 
Remonstrance against 18 foot roadway, received.......... July 7, 1926 
Remonstrance against 24 foot roadway, received......... July 12, 1926 
Assessment roll presented, estimate cost........ EIA oe. Oct. 4, 1926 
Penne’ weprovement Res THE. fideods os ai. os 008 Cee tee Oct. 11, 1926 
Review tie ASsessinent POLS A. 5 eager acc 6 treats cies oa tee aes Oct. 18, 1926 
Panne Improvement Res. EV. .s sche xves ccnadevenkacksn Oct. 25, 1926 
KNOLLWOOD AVENUE—Curb and gutter, Willow to the river— 
SL SO er er ee teres: ke peer eee ree we May 10, 1926 
MRT EOE ccc ice scan « odie ern cena oes June 7, 1926 
Panic lmnrovement Res. by cowesdesdavas anncecnacx oan June 7, 1926 
Engineer presents estimate...........cceeeeeeeens Fre: July 26, 1926 
Public Improvement Res, EE. 6.06.6 5c is ceuages sede eens July 26, 1926 
Bing ineerlditected: tO CONSETUCE. wis. ce ns de aac eave neeete en July 26,. 1926 
Eogineer presents estitviate. ...5. 6.6464 cms ie yedanne ages .Aug. 23, 1926 
‘anne laiprovement Kes. TE. csces cnncescupeeneee caved Aug. 30, 1926 
Reviewing Assessment Rolls.............. a poesia ..Sept. 7, 1926 
Public Fuprovement: Res, LV... 0... ces ce case een eaaes Sept. 22, 1926 
KOHLER COURT—Curb and gutter— is 
City Engineer reports actual cost............. tet Rel dee Mar. 15, 1926 
Assessment roll, actual cost, presented.............00000 Mar. 22,1926 
Public Improvement Res. V............ eat Coe We RIS ..+Mar, 29, 1926 
LAHOMA STREET—Michigan avenue to Ottawa street, curb and 
gutter— 
ream TeNLEM hie tock tore ewido ccaee yd NA SR A Ras la Re Bad! seas Mar. 8, 1926 
Committee Report ...............45 bs cat mata ‘.2...Mar; 22, 1926 
Public Improvement Res. I............00 ee eee 1a! ald a ...Mar. 22, 1926 
1926 
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Engineer directed to proceed............ ccc nceeveeceues May 
Public deiprovenient Res, I]... cicanseccaaesqnaest avant May 
Special assessment roll presented..............eceeeeeee Aug. 
Public Improvement Res, TIL. ..2....0000s.00cdeenee cans Aug. 
Reviews Assessment Folls., cscs... cocews ce see cawness Sept. 
Public iniprovement Res, [Vosss cic aede sas iss eee nave’ Sept. 


NN | os aca xeon a aes oom sant s «scp oe Kees ows Sept. 
eM meteee REMOTE <ick.c vans ccd sawn cexediynas Pe ee Sept. 
Pune improvenmat dee, Uivsncisiuredosudeoaskveawess Sept. 


LANSING AVENUE—Grade and gravel, Willow to end of street— 


Poe. Fy PEPOETS BCMA! LOS chad y3.s% + nanhees ns aks pe abes Jan. 
Pile. Improvenient Kes, [1.40.05 00s0couesdee dnenensdes Feb. 
Assessment roll presented, actual cost....,.......0.e08: Mar. 
Public Improvement Res, [iT c.cocscccscsvccdsrtcscnsegs Mar. 
Reviewing Assessment roll...............06. Se die uk on de Apr. 
Pabhic Improvement. Res... FV «<ccass 6:6 sss 03 sane bos eae Apr. 
Assessment roll ordered to actual cost...........seee00. Sept. 
Pepue amproyement. Res, Vics iss os ids cnaive cnsaenenadion Oct. 
Assessment roll submitted, actual cost................045 Oct. 


LAPEER STREET—Paving, Capitol avenue to Seymour— 


ee 2 oo oll weal Nulla ia erase dsoatennn ahi aun tae May 
OE AEC. aces c5.o0d MH beK sa Ore ee eben bom esas May 
mrpee cmorovement Res, To iiici oka Ti cwees cescetanases May 
Engineer presents estimate cost........ Rid aces aceite June 
Pebhe lnigrovement Res. 1. os. cis cscsecsseacseesgances June 
Public Improvement Res. I................0005 ren ae June 
Fri Improvement Res. U1 sis. sce. esas cccsesaaceas June 
Assessor Bennett submits assessment roll................ June 
Reviewing Assessment: Roll... 0.05 sc dascccosectanseasee June 
Public Improvement Res. IV.............. pO eh, Oho June 
Res. to issue notes—Lapeer street paving, tabled.......... July 
City Engineer directed to pave—conditionally......... ,-. July 
Resolution to rescind resolution of 12th, lost.............. July 
Taxpayers address council on paving................05- Aug. 
Resolution to rescind part of July 12 resolution and C-E_ 

to pave (money to be advanced—G,. Hagamier)........ Aug. 
Modifying petition received........... ccc eens eee eees Aug. 
Resolution directed Engineer to proceed to pave...}..... Sept. 
Public dmproveiiest Res. Deo. cack sca cca s pee ese Sept. 
Committee Recorded street be paved 36 ft. wide....,....Sept. 


LAPEER STREET—Paving, Capitol avenue to Washington— 
Pate! (ected: §0 HANG 56-54 whoo rhbes' ae +s dsSehasonan July 
Resolution to rescind above resolution lost............... July 


25, 

i, 
22, 
29, 

6, 
12, 
20, 
25, 
25, 
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LAPEER STREET AND WASHINGTON AVENUE—Sewer— 


Assessment Roll presented...... chee SR ee Lee BO Jan. 25, 1926 
Reviewing assessment roll....... AW a Beioe, 2 Ma lel Feb. 8, 1926 
Public Improvement Resolution III................0005 .Feb. 15, 1926 
Reviewing Assessment rolls. .....6.. 050+ esscneccdeadeds PED, 25, 19926 
Public Improvement Resolution IV .:..... 0.0.00. gees Mar. 1, 1926 
LARNED STREET—Paving, Hosmer to Pennsylvania avenue— 
Engineer reports actual cost)... .ccsccardsssobreassees oo Feb. 8, 1926 
Resolution to return roll for actual cost..............00 Feb. 15, 1926 
Assessment roll, actual cost presented.............0.000- Feb. 23, 1926 
Public Improvement: Resoltition. Vs scan edusc0cs00 yeu a Mar. 1, 1926 


LATHROP STREET—Grade and gravel, Elizabeth street south— 


S. P. W. presents actual cost grade and gravel... se eeaees Nov. 29, 1926 
City Engineer presents actual cost, grade and gravel..... Dec. 6, 1926 
Puphe Iinprovemoent Resolution Elis... is scis tne ene ncgy Dec. 6, 1926 


LATHROP STREET—Grade South one block from Elizabeth— 
Boban Ve. BOCOECS ROUGE! Costes: suds cers epdwsaa needa meee Nov. 29, 1926 
Engineer presents actual cost........ccesweccscndsnadace Dec. 6, 1926 
(For further record of this improvement, see “LA- 
THROP STREET—Grade and gravel, Elizabeth 
street, south.” ) 


LEAGUE OF MICHIGAN MUNICIPALITIES— 
Committee from mecratary Taylor, extending Lansing 
HELVAL ALI OMe CO af OIL crirnte: chs. sees aware os end enta NS mpage ou, bee Aug. 9, 1926 
Committee report declining invitation...............06- Aug. 18, 1926 


LEITRIM AVENUE—Paving, Genesee street to Lapeer street— 


Engineer presents actual cost....04..0e8ecccee see ceet ee Feb. 8, 1926 
Resolution to return roll for correction...............645 Feb. 15, 1926 
Assessment roll presented, actual cost..............0000. Mar. 22, 1926 
Public Improvement. Resolution V s..: ceva ce ones tactaescd Mar. 29, 1926 


LENAWEE AND OTHER STREETS—Sewers— 
(See Hillsdale street sewer system) 


LENAWEE STREET—Paving Washington avenue to Capitol avenue— 


Wruiderground. work ordered i.c. ac ch.c vaodaer aval sen Ga Nov. 8, 1926 
LENAWEE STREET EAST—Paving, Washington avenue to Grand— 

Eeineer présents actual cost.....06.066 cece cvwadan cena Feb. 8, 1926 

Resolution to return roll for correction................5. Feb. 15, 1926 

. Assessment roll, actual cost, presented................4. Feb. 23, 1926 


Public Improvement Resolution V............066 eli hs Mar. 1,.1926 
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LENORE STREET—Curb and gutter, Logan to Main— ' 
PRON Wiis favs 0 RecaEN LPL AER TOA AG RE «ke UHL MRE Oe be Sept. 7, 1926 


LESLIE STREET—Curb, gutter, gravel, Kalamazoo to Elizabeth— 
Seem oe ot eet Or te eae Os a, aed Aug. 30, 1926 
Committee Report ...... Ba Ms te AE Sept. 20, 1926 
Public Improvement Resolution I.............0eeecenee Sept. 20, 1926 8 
LICENSES— z 
Resolution, 2 
To refund $125 pawnbroker fee to S. Goldberg........... Jan. 18, 1926 8 
To issue peddler’s license to J. Holbrook, gratis.......... Jan. 25, 1926 . 3 
To issue junk license gratis to Austio, Kimball.......... May 10, 1926 s 
To revoke licenses issued to H. S. Sturgis............... June 7, 1926 i 
To issue junk license gratis to Flewelling................ June 14, 1926 F 
I, O. O. F. No. 45 asks license for 6 months............ June 21, 1926 < 
C. A. Ferguson asks to be released, Sturgis bond not 5 
LS EE Ge en, roe ee July 26, 1926 a 
Ray Franks asks pro-rating of peddler’s license........... Oct. 4, 1926 a 
Committee report on Ray Franks....:.....s0-secrseee% Oct. 11, 1926 5 
Resolution to revoke—elec. license No. 54............055 Nov. 29, 1926 3 
LIGHTING— 5 
Resolution— 3 
To place light Genesee drive and Waverly............... Jan. 18, 1926 4 
Committee report recommending above light............ Jan. 25, 1926 > 
W. & L. E. Bd. presents blvd. light estimate............ Feb. 15, 1926 ° 
Petition to turn on lights, Spencer street and Ottawa....Mar. 1, 1926 5 
Committee recommend streets for 1926 lighting.......... Mar. 8, 1926 Ey 
Resolution to include $60,000, budget, 1925 lighting, = 
NOS ter tee ee Net Meech Sia s Ser Pe fers ee tert Ce Mar. 8, 1926 = 
Resolution to include $50,000, budget, 1926 lighting, = 
Tt a RT Pps atin babii: Mest igen aise Pam March 8, 1926 2 
Petition for light, Oakland avénue..................05 Mar. 8, 1926 fe 
Committee report on Spencer street, etc., lighting petition. Apr. 19, 1926 iS 
Petition for light, foot of Knollwood.................05 May 10, 1926 8 


Resolution for light, Pennsylvania and Sheridan (traffic).May 10, 1926 
Resolution to remove red lights, Seymour, Capitol-Sagi- 


Tt yy. OF oak ota s aay <ipteGes cantly 84 che a ote 6 May 17, 1926 
Resolution for traffic light, Sheridan and Larch.......... May 10, 1926 
Pentow tor tes: in Oak Parks: isfy ssccts ee nwheeans June 7, 1926 
Petition—light at Bailey and Mt. Hope................. June 21, 1926 
Committee report traffic light, Kalamazoo and Lathrop...June 21, 1926 
Petition for lighting on Gordon street................00. June 28, 1926 
Committee report—light at Knollwood.................. June 28, 1926 
Committee report—light at Bailey and Mt. Hope......... June 28, 1926 


Resolution to place light—Hazel and Holmes............ July 7, 1926 © 


INDEX 


Resolution to remove traffic light—Ottawa and Wash- 


NER UOHD aa ac 210s ees asy: 0 -ahe tl oe ma ea git Setive tae ade July 7, 
Chief’s report on above resolution.............ccceceuces July 12, 
Board of C. and Public Park Com’rs report on Oak 

Py Mee os Bc ow od we Sens wee co iclay with ansehen cel July 12, 
Petition for light—Hyland and Jenison...............6.. Aug. 23, 
Petition for lights—Westlawn addition......... a hue Whee Aug. 30, 
Resolution that light be placed at Hazel and Holmes..... Sept. 27, 
Committee Report on Hyland, Hazel and Holmes....... Sept. 20, 
Committee Report on Gordon street lighting............ Sept. 20, 
Committee W. & L. E. Bd. re. Grand River avenue 

Bab ohise li Ging os cc ateq ah sible aus eae ht eeataens Meenas Sept. 20, 
Resolution to transfer Cedar street lighting fund to 

Grand River avenue blvd. lighting fund............... Sept. 20, 
Resolution to install traffic light, Cedar and Kalamazoo. .Sept. 20, 
Committee Report on W. & L. E. Bd. com. re. Grand 

River iaveritio Wen tine so. bacco bi. aaad nuns omer equine Sept. 20, 
Petition for lighting standards, Cambridge and Oxford..Sept. 27, 
Resolution to install blvd. lights—River and Kalamazoo...Oct. 4, 
Petition that blvd. lights on Jenison be lighted........... Oct. 18, 
Committee report negatively, Garden street light petition. .Oct. 18, 
C. H. Davis asks light, west end, Hillsdale street......... Oct. 25, 
Committee report negatively, Cambridge and Oxford 

CC ee ee Ces eee eer eee Oct. 25, 
Petition for light—Cooper and Osband avenue............ Nov. 8, 
Committee records lighting service on Hillsdale.......... Nov. 8, 
Committee records 10 lights be turned on Jenison....... .. Nov. 8, 
Resolution to install light—Rulison and Lenawee streets... Nov. 8, 

LINCOLN AVE—Sewer, Cedar to East end of street— 
Bagineer- presents actual cost.ccccsscrseres diees ea ewe ag Dec. 30, 
Assessors ordered to correct actual cost..............05: Dec. 30, 
. Estimated cost, 12-in. sewer given by Engineer.......... Dec. 30, 
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LINCOLN AVENUE—Grade and Sar Cedar street, east two blocks— 
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reer A 42232 2.08 Lot tehabe sagas eeee hes PaaS Eee hee Oct. 18, 1926 

LINDEN. GROVE AVENUE—Curb and gutter, Pennsylvania avenue to 
Oak Park— 

IN SPE oa Aes ko 4 at ein Spats bait eee eae eee vunlan May 

MPMUATRITELE CS VICE DORE «ans chssis. eas. a mscgteat a eny payer cada roa June 

Eupue improvement Resolution 1....6...066.seeeeusteas June 

Bigemeer directed to construct... oes .cc ccs sees van ue eee June 

Pipe timpravemernt Resolution ID. . ... 3... os «ssa aalee oe June 

Engineer presents plans and estimate.............0000e0: June 

Assessment roll presented, estimate cost.............0000- Oct. 


sith Improvement Resolution IIT................+0000. Oct. 
f Pe es al 


f 


1926 
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PrOCEIVIN GSSESSMIENE: TOIL 4 i a.c ts caw as hora csavevee aaabgen Oct. 18, 1926 
Public Improvement Resolution IV .1............ceeeee Oct. 18, 1926 
LOANS— 
Resolution City Comptroller to arrange for borrowing 
ZOO: OOO eta eCly yas a cerscrt reais Shed etaccaetev ce veyshers, arate hs) eaete a June 14, 1926 
LOGAN STREET—Paving, from Allegan to Ionia streets— 
Assessment roll presented, actual cost...............4. Mar. 22, 1926 
Public Improvement Resolution V ..................- Mar. 29, 1926 
LOGAN STREET—Sewer, Michigan to Kalamazoo— 
City Engineer presents actual coSt..............cee085 Mar. 8, 1926 
Assessment roll at actual cost, ordered ............... Mar. 8, 1926 
Assessment roll presented, actual cost ..............6. Mar. 22, 1926 
Public Improvement Resolution V °.. .244 00% 0. 0 s00s0+00 Mar. 22, 1926 
LYONS AVENUE—Curb and gutter, Mt. Hope to Tisdale— 
[EXECETOL0s (Wek Beene itay Stee eee Aor, aE RNG ae CO Aug. 2, 1926 
Gonmmmittee TEDOKE Grmurscis Sau cote aca eeanl ee eed Behe sales Aug. 9, 1926 
Public Improvement Resolution I ............20.e0000. Aug. 9, 1926 
WhatiGity Engineer constract osic..ss% sslenasue nes cleus Aug. 23, 1926 
Engineer presents estimate, etc............c0eeeeceeee Aug. 30, 1926 
Public Improvement Resolution II................22 Aug. 30, 1926 
Assessment roll, presented, estimate cost .............. Oct. 4, 1926 
Public Improvement Resolution III.................06. Oct. 11, 1926 
Revaewine assessnient: TOS “Lev cd.cenacwees dapcessoacue Oct. 18, 1926 
Public Improvement Resolution IV.............00e000 Oct. 18, 1926 
MADISON STREET—Curb and gutter, Pine to Grove— 
TION co dane es ee dienes Ge oad baled Renee a aes are Apr. 26, 1926 
@omimittes sepott 6..34.02.cce hain oh eee k rae seas covadles May 3, 1926 
Public Improvement Resolution I d..n.i0.666s000005 00% May 3, 1926 
Engineer presents éstimate cost ............0eeeeeeeee May 10, 1926 
Engineer directed to, construct: .isoscicss.+ paslnceeens May 10, 1926 
Public Improvement Resolution II .................06- May 10, 1926 
ASSessient COM PESEVIEM os soca vs is ora vase contasion Aug. 9, 1926 
Public. Improvement Resolution -f11 «0c ...2466404 00% es Aug. 30, 1926 
Reviewing assessinent: rolls, occ csi ssw cc scsciavece dans Sept. 7, 1926 
Public Improvement Resolution IV..............0000: Sept. 20, 1926 
MAGNOLIA AVENUE—Curb and gutter, Michigan to Kalamazoo— 
City. Engineer reports actual cost .¢..... 2 .sesaeceseces Mar. 15, 1926 
Assessment roll presented, actual cost .............+5- May 10, 1926 
Public Improvement Resolution V ............eeee0ee May 10, 1926 
MAGNOLIA AVENUE—Paving, Michigan to Franklin— 
Resolution re. underground work ..............e00065 Nov. 8, 1926 
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MANCHESTER STREET—Pave or grade and gravel— 
FGERIOMG 25 Dediais 2a. Sense Maaco Sade Oe alten EP ree Pee a GRD ioe eO CRAs 
WOnMIEtES REGGE «cls. 3% nesnce Be 5 edu dierhaen, Rob enerene Apr. 12, 1926 
Public Improvement Resolution I .............0e cece Apr. 12, 1926 
ees. Girectiig S. P. W. (0 PE6Ceed sciisvsccaveccniees Aug. 23, 1926 
Sr, Wi reporte ACtdnl GONE vec Wik ccs ¥aadiads iverson ede Nov. 29, 1926 
City Engineer reports acttial cost....6.1.ccncencscndens Dec. 6, 1926 
Public, Improvement Resolution If. ....0..2.5. 6000005 Dec. 6, 1926 
Assessment roll presented, estimate cost .............. Dec. 20, 1926 
Pablic Improvement Resolution TET. 2. ccc ccccce nce ees Dec. 30, 1926 
MAPLE STREET—Curb and gutter, Pine to State street— 
Assegsment foll Presented «scsi cscwewsior eecscoee eenans Jan. 25, 1926 
Public Improvement Resolution III.................... Feb. 1, 1926 
Réviewings assessment. £0NS oes ie wns occas eqes oneate Be Feb. 8, 1926 
Public Improvement Resolution IV ................00- Feb. 15, 1926 
Engineer reports: actiial) COst -s oes dideceds bas acacncnnes Mar. 15, 1926 
Supplementary assessment roll presented ............. May 10, 1926 
Public Improvement Resolution V ............eeeeees May 10, 1926 


MAPLEWOOD AVENUE—Opening, from Riley 350 feet south— 


F, E. Church asks for understanding re. opening, etc...Apr. 25, 1926 


Committee report regarding, F. E, Church communi- 


GAULOMY Wii oie eigt ah cand oreeaicis oda sre Aekeatatie a he Sees May 10, 1926 
Engineer presents deed, clerk to record............... June 1, 1926 
Attorney to take steps to open street..............000: June 1, 1926 
Resolution to purchase land for opening, tabled....... Aug. 23, 1926 
Resolution to purchase land for opening, tabled........ Aug. 30, 1926 

MAPLEWOOD AVENUE—Grade, Rockford road to Greenlawn— 
St Pao W. reports. actual cost 4.065065 save tensed ea Jan. 25, 1926 
Public Improvement Resolution II........ kaciedsied ahi Feb. 1, 1926 
Mssessment roll, acttlal. Cost cst neces tedeacnne eet caet Feb. 8, 1926 
Public Improvement Resolution. TEDE:.......04 oc0.2 eee. Feb. 15, 1926 
Reviewing assessnient. roll off. 0... ccc ccc eee decesene Feb. 23, 1926 
Public Improvement Resolution IV ..............000e Mar. 1, 1926 

MAPLEWOOD AVENUE—Sewer, 250 feet south of Greenlawn— 
Clerk directed to advertise for bids...............: -...May 24, 1926 
Constructiomormséewersiand tdrams 1.8 2. a Sie 6 oe May 24, 1926 
Construction of sewers and drains II.................. May 24, 1926 
Engineer presents plans and estimates cost .......... June 1, 1926 
Pere OM WOPCAIS occa be ead inundesseta veneers snakes June 1, 1926 
BG ONINAD) 1 civ nde ces does der Exes odvel bE lune ed June 1, 1926 
Construction of sewers and drains III................ June 1, 1926 
Engineers presents deed—Maplewood and Greenwood..June 1, 1926 
Contract awarded to E. J. Noyce............ June 1, and June 8, 1926 
Public Improvement Resolution TH ......0......00-0- Oct. 18, 1926 
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Reviewine assessinent Lollls.ife. eo dow Geas sa batenosieesoe Oct. 
Public Improvement Resolution IV ..............2000- Oct. '25 


MAPLEWOOD AVENUE—Grade and gravel, Greenlawn south— 
al ai oa ck ale <oo de doteomesie hdd Aas. cate Nov. 


, 


8, 
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MARCUS STREET—Grade and gravel, Foster avenue to Hayford— 


S. P. W. reports actual cost ......... ee ee eee Jan. 25, 
Public Improvement Resolution IV .....0...s2455 0000+ Mar. 29, 
Public, Improvement Resolution Vo. «io agcsciecaen news s's et. 25, 


MARCUS STREET—Grade and gravel, Magnolia to Hayford— 


Sb. W. reports. actual Cost 2.2. s<0e6 0.25% be, cement ena Jan. 25, 
Public Improvement Resolution IT .............0ece00. Feb. 1, 
Assessor Bennett presents assessment roll ........... Mar. 22, 
Public Improvement Resolution III ................. Mar. 29, 
Reviewing assessment roll ..... hake etal siot ReaTus terial arora tduen eee Apr. 6, 
Public Improvement Resolution IV ..............e000- Apr. 12, 
Assessment roll ordered to actual cost ............+: Sept. 20, 
Assessment roll presented, actual cost .........-+eee0. Oct. 25, 
Public Improvement Resolution V 3..65.000606¢0006 4% Nov. 8, 
(See Card “Foster avenue and Marcus street.”) 

MARCUS STREET—Sewer, Allegan to Lathrop, lots 109-10-11— 
PROMOS dep raSeiciais pain Seed eat Caen masae rer en July 26, 
Construction sewers and drains I .......... i ci gees Aug. 2, 
GxomanngtiGe «fOPOrt® Rash anaeicss ateuis dise 5 de crale abe weseemniantls ae Aug. 2, 
Clerk directed to advertise for bids...............000. Aug. 9, 
Construction sewers and drains II .................. ', Aug. 9, 
PHeineer presents, EStIMATE 25 bios Deo an dt Lolgeninwe anes Aug. 18, 
Hearing of appeals—opening of bids...............00005 Aug. 18, 
Committee reports on awarding of contract ........... Aug. 23, 
Resolution awarding contract .......... Aug. 23 and Aug. 30, 
Construction of sewers and drains III ............... Sept. 20, 
Public Improvement Resolution ITI .,........0c000s000% Oct. 4, 
Meaning or appeals: 2... csas wtiesscaus chesebaarakane Oct, 41, 
Public Improvement Resolution IV (appears twice)...Oct. 18, 

MARYLAND, SAGINAW AND MAY STREETS—Sewers— 
Petition Paes c4 eit ese costes: Be cts age at ice OLE July 26, 
(SGrInittee sHeEDOrt Ao see te cake er soe aolas peeetrtees Aug. 9, 
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MASSACHUSETTS AVENUE—Curb and gutter, Oak street, north 


one block— 


NN tha asi cha aes vee ais are 6.044. Apr. 19, 1926 
Pupuc Improvement Resolution T o003..,.. 2.72 ei Apr. 26, 1926 
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Committee: report. 2... vin ths Bet ittes cs eerste Ce ee ee Ae Apr. 26, 1926 
' Engineer presents estimate .............. PL eit aye x May 10, 1926 
ugineer directed to: proceed i. .060 os dade a Ue May 10, 1926 
Public Improvement Resolution ID occ... . 00... eee ds May 10, 1926 
Assessment roll presented, estimate cost .............. Sept. 7, 1926 
Public Improvement Resolution III .................. Sept. 27, 1926 
Hearing om assessment rolls... c60 0. ciclc ete eeow'dte ace Oct. 4, 1926 
Public’ Improvement: Resolution. [V -....00.0000 4 bcd vee Oct. 4, 1926 
MAY STREET—Sewer, Clark street east 75 feet to Mahlon— 
bngineer presents actual dost ..3 660.9. 0d de ads) June 1, 1926 
Assessment roll presented, actual cost ................ Oct. 4, 1926 
Public-lmptovement Resolution [IV iii... .4 cee. Oct. 11, 1926 
Reviewing assessment rolls .............. mide 30 ...Oct. 18, 1926 
Public Improvement Resolution V ..............ee eens Oct. 18, 1926 
MAY STREET—Sewer, from Maryland street 90 feet west— 
RCE bi hee Chnsne nd aaonacses oases «Peter Meese: Han ees May 17, 1926 
Mo prNIMOERE: POPOLE | Siuk «ices ohig Lowe wick «iv steele OS othilia ‘..May 24, 1926 
MAYOR— 
Appoints committee So. Lansing Rest House.......... Jan. 4, 1926 
Aerial! message tor. 1926. fishes e diate eh ents ualwnoeee Jan. 11, 1926 
Appoints standing committees, 1926 ............ cece Jan. 11, 1926 
Resolution to postpone confirmation, one week........ Jan. 11, 1926 
SHDMICS “AO POIMtIENES oa Votes tee wes bBo a idle d tote de Povelae Jan. 11, 1926 
Resolution that they be laid on table one week, lost....Jan. 11, 1926 
Resolution to confirm appointments, carried........... Jan. 11, 1926 
County and return tax referred Mayor and Compt....Jan. 18, 1926 
Presents list, paving: petitions 2.6.6... 004d seas ee aas Jan. 25, 1926 
Mayor's’ appointments confirmed ..... 5.006 ccuseee senves Jan. 25, 1926 
Appoints Radio Interference Committee............... Jan. 25, 1926 
Committee reports regarding paving program (1-25-26).Feb. 8, 1926 
Recommends gasoline ordinance ..............00ece0: Feb. 8, 1926 
Mayor’s decision appealed from, (sustained).......... Feb. 8, 1926 
Mayor rearranges street committee .............00000- Feb. 15, 1926 
‘Mayor appoints 2 supervisors to fill quota ............ Feb. 15, 1926 
Mayor authorized to sign deed, Moores lots ........... Feb. 23, 1926 
Mayor calls attention, military training camps...... -...Mar. 15, 1926 
Mayor calls attention, Public Act 359, 1925........... Mar. 15, 1926 
Mayor appoints committee, Public Act 359, 1925...... Mar. 15, 1926 
Committee reports without recommendation.......... Mar. 15, 1926 
Ranney estate committee authorize Mayor to call. 
special meeting council, regarding Ranney estate....Mar. 31, 1926 
Mayor summons council to special session ............ Apr. 1, 1926 
Mayor appoints J. McClellan Justice of Peace......... Apr. 12, 1926 
Mayor calls attention to necessity, new jail............Apr. 19, 1926 
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Resolution Mayor confer with M. E. R. extra busses..Apr. 19, 


Mayor makes board appointments .................... May 3, 
Mayor appoints C. Herrmann, A. B. Morse, (uncon- 

NON Beye RioN SL Be cats gs ba A «oat te teaian<aete May 10, 
Mayor appoints board of appeals ..............s0e0005 May 17, 
Mayor to file 1925 census with county clerk........... May 17, 
Calls attention to widening, Kalamazoo, River, 

WY SSG AW BUTERER cdc Gia de oss cok ov ses seus degadan se May 24, 
Calls attention to completion Saginaw street opening..May 24, 
Calls attention compensation, board of appeals......... May 24, 
Recommends committee of aldermen regarding zon- 

BOM SCS) eons 6k dc tyres 5 he haw Hhncwlde ae June 1, 


Resolution that Mayor appoint city pli commission..June 1, 
Mayor appoints committee regarding portrait—Ex- 


Maron Merle 4c, sso stent ch.0h ee fi. Binh es niece June 1, 
Mayor submits correspondence regarding M. E. R. 

HARES eee PE ee TOS 3G, 05 ae Das nie eale. «a ae ee June 7, 
Mayor appoints planning commission ...............:;June 14, 
Mayor to sign terminating agreement, N. Y. C. R. R...June 21, 
Mayor to sign Todd avenue curbing petition........ June 28, 
Mayor to appoint committee industrial survey........ June 28, 
Mayor calls attention—River dredging................ July 7, 


Mayor calls attention completion Kalamazoo bridge...July 7, 
Mayor and clerk to correct erroneous deed, May 


SNe CiAree 7. Ae sidle ws oe saber tate eed ines ee etibesebewecae July 26, 
Mayor to appoint committee for city picnic—Smith, 
Pieeer,  TeipietOe sda cada boas vi punta de rah sae be ae July 19, 


Mayor appoints Rowley and Graham on So, Lan- 
sing Rest House committee to confer with G. T. 


ROM MUS os 10s 88g ba ko dha ch edan ween iy SORE Pease July 19, 
Mayor appoints committee on removal of traffic tower.Aug. 9, 
Mayor appoints H. H. Hardy to board of health...... Aug. 23, 
Mayor to write thanks for Grayling trip.............. Aug. 23, 
Mayor recommends fixing elective office salaries...... Sept. 20, 
Mayor appoints committee regarding paving issue..... Sept. 20, 


Mayor to sign agreement—M. C. R. R.-Mt. Hope 


SEWET Page 6,4. sich chants. a erectus tn diae (ave sae Sept. 20, - 


Mayor to sign agreement N. Y. C.-Spring street sewer.Sept. 20, 
Mayor appoints committee to investigate—returned 

EARES ahs oe Ak Gatuen cha Mate attoee moet avo. saan enmnaneee Nov. 8, 
Appoints alderman Pures on committee in place of 

DeEaniiny fe Arse Bete etc a ea serena cues eae ae Nov. 11, 
Mayor appoints committee to confer with East ee 

sing, regarding changing names similar streets...... Nov. 22, 
Mayor reports error on part of Ingham county board 

of supervisors, apportionment $11,000, taxes......... Nov. 29, 
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Mayor appoints city affairs committee to meet with 
department committee representatives regarding air- 


BORG: ek Mite, ot Fee oils Mick Oona d iw Mee aaa ae er ts Nov.. 29, 
McCULLOUGH STREET—Sewer, Perkins to G. T. R. R.— 

Construct sewers and drains I ............cecceeeeeees May 17, 
Construct sewers and dreading Ho: oo. bocce Pian eeaeke May 1/7, 
Clerk’ te advertiod for. bids «2.2... ciedles den'yah va Peet May 1/7, 
Ereaimig of appeals’ 5... 0.95.0 caus dvlern ete) do URE May 24, 
Opening of bids—bids rejected ..............cceceeee May 24, 
Clerk directed to re-advertise for bids..............005 May 24, 
OPENING: OLELDICS «Gee ai. odaty atdekedad oreaeas eee June 1, 
Contract awarded DeYeagher and Michels.,June 1 and June 8, 
Engineer submits plans and estimated cost ........... June 14, 
Construction of sewers and drains III ............... June 21, 
Assessment roll presented, estimated cost.............. Dee. 20, 
Public Improvement Resolution III .............0000- Dec. 30, 
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1926 
1926 
1926 


McPHERSON’S HEATHERWOOD SUBDIVISION NO. 3—Sewer— 


Engineer presents acttial COSt s6.n66 cos csnceaecaseea cle Dec. 30, 
Assessors directed to correct roll ..........cceeeeeees Dec. 30, 


MEMORIAL DAY— 


Resolution to appropriate $200 for Memorial Day...... May 1/7, 
MERCHANTS’ BUREAU— 
Committee regarding special election for paving...... July 19, 
Resolution to appoint Committee to confer with Bu- 
BRC CORUM iS els Per dp ie Ma hee oe charles Ot aes ea «nh Waghs a July 19, 


Mayor appointed Phillips, Graham, VanDervoort, 
special paving committee with Merchants’ Bureau...July 19, 


MICHIGAN AVENUE—Repaving, Capitol to railroad tracks— 


Engineer reports actual cost ...4.ccccccsvccseaxenaeas Mar. 15, 
Assessment roll presented, actual cost ............... Mar. 29, 
Public Improvement Resolution V ...... paloram ates warns Apr. 6, 


1926 
1926 


1926 


1926 


1926 


1926 


1926 


1926 
1926 


EAST MICHIGAN AVENUE—Sewer (from Detention Hospital)— 


Committee report on Krentel’s offer, east Michigan 

avenue sewer, tabled one week...............0ce cece Feb 1, 
Committee report above referred back to sewer com- 

mittee, 8th ward aldermen, and special sewer com- 


BME 20 PReahe bok, voto ee oe puta pekot ads wie ae savonal stents Feb. 8, 
Committee report (tabled one week) .............00006 Feb. 23, 
Committee report regarding connecting with sewer 

ean Ae acne dy gar ee a oo MES Hake nqaes + AceD Mar. 1, 
City Engineer reports on connections ............-008: Mar. 8, 


1926 


1926 


1926 


1926 
1926 


C. A. to take steps to restrain connections............. Mar. 29, 1926 
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MIFFLIN STREET—Grade— 


Public Improvement Resolution II ............2.06- August 2, 1926 
Geo. C. Warren, township clerk, notifies funds avail- 
711) Sis, SS SE Saeco ahha eS eee, Oe a Im Aug. 9, 1926 
Resolution C/E and S. P. W. make plans....... Gee tae Aug. 9, 1926 - 
oP We. divécted te proceed 14%. efidedons sstdeneveewsd Aug. 9, 1926 
Resolution to raise Mifflin street grade one foot....... Sept. 7, 1926 Z 
Resolution to place excess dirt on Kalamazoo street..Sept. 7, 1926 5 
F. B. Harrington complains grade of street........... Sept. 20, 1926 is 
' (a) 
MIFFLIN AVENUE—Grade and gravel, Michigan to Kalamazoo & 
street— g 
Public Improvement Resolution II ..............00005 Aug. 2, 1926 S 
Geo. C. Warren, township clerk—notifics funds avail- g 
SLR ete, Bae, ORE Nan Mes. PRES) Settee eee a ae Aug. 9,°1926 : 
Resolution C/E and S. P. W. make plans.............. Aug. 9, 1926 2 
Shelr, We directed to proceed t. 4.0... ied. pdeadsdbenss Aug. 9, 1926 a 
Resolution to raise Mifflin street grade, one foot..... Sept. 7, 1926 a 
Resolution to place excess dirt on Kalamazoo street..Sept. 7, 1926 £ 
Assessment roll presented estimate cost .......... ....Oct. 11, 1926 ‘2 
Public Improvement Resolution III ................055 Oct. 18, 1926 5 
Rewewing -assessment. Toll) o. si4.00 200i ecouardid co sioues Oct. 25, 1926 Ee 
Public Improvement Resolution IV ...........eeeeee- Nov. 8, 1926 2 
< FR. B: Harrington claims $2,500, damage ...46i.05 000+. Nov. 29, 1926 5 
Committee disallow Harrington claim ........ ieee ok Dec. 13, 1926 if 
(Ss) 
MIFFLIN STREET—Curb and gutter, Michigan to Kalamazoo— _ 
BM feito vicic ntign Seog wh ean vate eem yah eae v.es+.Sept. 20, 1926 Ey 
Pemiiee Taport. hid psi adele te'n.00qhs «der peace eae weak Oct. 18, 1926 = 
Public Improvement Resolution I .............s0002005 Oct. 25, 1926 z 
MILITARY MATTERS— ; g 
Navyorealls attention to C. M,. T.-C... 0545 ..<sn er noees Mar. 15, 1926 3 
MOORES ESTATE— i, 
Resolution to advertise for sale, Moores Estate lots, 
(one bid received Feb, 15, 1926)).2 1.540 bee cccas loses Jan. 25, 1926 
Committee recorded sale of lots 281, 282, Leslie Park 
to F. C. Mott, for $651 and $655, respectively....... Feb, 23, 1926 
Resolution regarding Moores-Weed property, east 
Machnipan  avente Rank’ 4535 s0.8.. ihe uted teehee tee Apr. 26, 1926 


MOORES RIVER DRIVE—Opening, Elm street to Moores Park— 


Petition.« tO -ODeN: sa alor vb.» Ca pa beim si aye. bie. 9 Mar. 15, 1926 
COPVOITEROe: PROONE elitist ok leckg b> edie phrase lng ate eae Mar. 22, 1926 


INDEX 59 
MOORES RIVER DRIVE—Lots 22, 23, and 24, sewer— 
UCIT bid ict cele desc oi Pr ee ot ae recs May 17, 1926 
GO MINILCES? LEPOLEN ie alW sar a bsie einai omus'c doa Gren Yea teetaics ater. May 24, 1926 
Resolution that clerk advertise for bids............... May 24, 1926 
Construction of sewers and drains I ......... 020.0000 May 24, 1926 
Construction of sewers and drains II ......... PP nee May 24, 1926 
Engineer presents estimated cost, plans, etc........... June 1, 1926 
PERRET OU BODERID (danny cede he Cine ore eealeensie ine’ June 1, 1926 
rere aE (41 SPE fad had wanda doigd eae ac neaueneaate June 1, 1926 
Contract awarded John Bray,............ June 1 and June 7, 1926 
Construction of sewers and drains III ................ June 1, 1926 
PeeROGRHEIT TOll Peseta |... vines cs ews cdedennvdasarnrs Oct. 11, 1926 
Public Improvement Resolution III ................05 Oct. 18, 1926 
Reviewing assessment roll ........ Mido ieee whine ‘ves OOt 2 ave 
MT. HOPE AVENUE—Pavement, Washington to Logan— 
Enginege., presents ‘acttfal Cost .c.05 00 cs45 ce ee ee dtu eeell Feb. 8, 1926 
Resolution to return roll for correction.............66. Feb. 13, 1926 
Assessment roll presented, actual cost ...........0005 Feb. 23, 1926 
Public Improvement Resolution V .............e00008 Mar. 1, 1926 
MT. HOPE AVENUE—Sewer, Lyons to Donora— 
IN tila tS harks nis d's ds nw bien ee wit add bo adeaali diy eid Aug. 2, 1926. 
CAHeathee “YONGE bags fcget i PU s ba day wd th ghana eep ...Aug. 9, 1926 
Clerk directed to advertise for bids........... Moke ce ates Aug. 9,. 1926 
Construction of sewers and drains I ............ceceee Aug. 9, 1926 
Engineer presents estimate |... .0000 000d ecwtnecncus Aug. 18, 1926 
RPTL OR RIGD sls ody dik ee ade wen ee hana de mene etad ned Aug. 18, 1926 
Construction of sewers and drains II ................. Aug. 18, 1926 
Committee report on awarding contract ............. Aug. 23, 1926 
DMI Ol QONGRIS oi. cohen nvceewydvtees cau nensaded Aug. 23, 1926 
Resolution awarding contract, ........... Aug. 23, and Sept. 7, 1926 
Construction sewers and drains III ..............002: Sept. 20, 1926 
Mmesessmient' foll presented 4.0... ceceiedseeniedecseves Oct. 11, 1926 
Public Improvement Resolution III ................... Oct, 18, 1926 
Reviewing asséssment rolls isis... icsceecesesceensas Oct. 25, 1926 
Public Improvement Resolution IV ...............00 Oct. 25, 1926 
MOTOR AVENUE—Grade and gravel— 
S. P. W. reports actual cost ......... Me berth ral .Jan. 25, 1926 
Public Improvement Resolution II ................... Feb. 1, 1926 
Assessment roll, estimate, cost ..............608. Pee a Feb. 15, 1926 
Public Improvement Resolution II]. 0...0...2...0020%%. Feb. 15, 1926 
Deectewrng, gasestiient folly... 5.6 ccc ck cee dao baro'eu vane Feb. 23, 1926 
Public tinprovement Resolution TY ..... 2... cce ee cca Mar. 1, 1926 
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MUNICIPAL COURT— 


Trades and Labor Council ask retention of Judge 


SEMICON cera Oaken Gioia eer sss Sue ege roe bas Mar. 29, 
Judge Steinkohl resigns as Municipal Judge.......... Mar. 29, 
Lansing Credit Exchange recommend D. Mosier as 

PAS Lahiri tewarknat <datges teins sake vhs Rabat terse awe Apr. 12, 
Forty-two petitioners ask appointment of H. Jersey....Apr. 12, 
Resolution to ballot for ‘Justice... 05.042 c0000000c00808 Apr. 12, 
J. McClellan Justice of Peace ..........ccecceeeees toe tps 2, 


MUNICIPAL GOLF LINKS— 


T. A. Lawler calls attention to certain errors in de- 


SCLIpDtion Of VATIOUS PKOPELtleS. 6 de cere. ce+ oe reeesaee Mar. 1, 
Resolution to secure abstract Golf Course property....Mar. 1, 

NEW YORK AVENUE—Curb and gutter, 1600 block— 

Pe ie eh cd eee es tas hob wah oa cheese June 7, 
MEGimmIttee: NEPOLL” Lancs aes ans Joos ae Looe heaee en: June 14, 
Public Improvement Resolution I ...........ceccccee June 14, 
Public Improvement Resolution II ...............4.- June 14, 
Engineer directed to constfuct .....5 occas sdeesaseaass June 14, 
Engineer presents plans and estimate ...............5- June 14, 
Committee report, North street to Whyte street....... July 7, 
Engineer presents plans and estimate ..............- Jhuls: i 
Public Improvement Resolution I ................008. July 7, 
Public Improvement Resolution II ..................- July 7, 
Pagineer directed to construct ..........s0cecnssneeecs July 7, 
Assessment roll presented, estimate cost .,........... Sept. 7, 
Public Improvement Resolution III .................. Sept. 27, 
Hearing, on assessment roll ...;......00.¢5 00ers eas» Oct. 4, 
Public Improvement -Resolution IV ...)........20..-% Oct. 4, 
NIPP STREET—Curb and gutter— 
See “Isaac, William, West, Nipp and Everett street2—_ 
Curb and gutter.” 

OAKLAND AVENUE—Curb and gravel, Westmoreland-Clyde— 
BG tI tIOT DNs erat Ae OER, SiicsoatinaleGinels ap, nas Seatia uattows Aug. 2, 
Report of committee ...... Dads Bataan a, ee PORE tae ee Aug. 23, 
Pugineer presents. estimate ..«sks04osds otgeas sed onyne Aug. 23, 
‘Engineer directed to construct, -.. 5... .0%s0 e¢aap sie oe Ae 
Pablic Improvement Resolution I ............60h-s-n0+ Aug. 23, 
Public Improvement Resolution II ........... JE ran STS Sie Aug. 23, 
Repont of .\Gomnnittee | chs isss dae wa gaaes sschleben eee et Sept. 20, 
Sa BP) W.disected to. proceed .¢.cas 0 s.as sin. ns sn ee nnalacens Sept. 20, 
Assessment roll presented, estimate cost........... 2 Oct as; 


Public Improvement Resolution III ...............0000. Oct. 25, 


1926 


1926 
1926 
1926 
1926 


1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
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Reviewing assessment colly 9 oj. yo sie’ aaes os tect Melee weeds Nov. 1, 
Public Improvement Resolution IV .............0000. Nov. 8, 
mectikes “UV e TEOFtS ACCUSl COGTbatccs poicas ace eewndd eevee Nov. 29, 
City Engineer presents actual cost ..........cccceseeee Dec. 6, 


OAKLAND AVENUE—Grade and gravel, Westmoreland-Clyde— 


Petition—(see petition curb and gravel).............. Aug. 2, 
MAINIUEO GE FODOLE iis oo van ve dee en viva wile dha Vee came Aug. 23, 
Public Improvement Resolution I .................005 Sept. 20, 
' Public Improvement Resolution II ..............0.e00- Dec. 30, 


OAKLAND AVENUE—Curb and gutter, Wisconsin to Logan— 


Mepineen teports actial cost .4<ineves ieecemicsdantes Mar. 15, 

Supplementary assessment roll presented ............. May 10, 

Public Improvement Resolution V ..........ceccecceee May 10, 
OPTIONS— 

Taylor option—east Michigan ave PUGDETEY » 4:0 gare Mar. 8, 

Weed-Moore option Wan FZ a ee eee Mar. 15, 
ORDINANCES— 

Mayor suggests gasoline inspection ordinance.......... Feb. 8, 


Committee recommend repealing obsolete ordinances..Feb. 15, 

Request that “Warm Air Heating Plant Installation 
Ordinatice™ He enforced .....00 655 Ceesoenagre cane ns Mar. 1, 

Committee recommend repealing obsolete ordinances..Mar. 1, 


Committee of Whole, etc., on repealing ordinances...Mar. 15, 
Ordinances placed in order of Third Reading........ Mar. 15, 
Eight repealing ordinances passed ...........cceeseees Mar. 22, 
Clerk notifies compilation of ordinance completed...... July 12, 
New compilation of ordinances legalized............... July 12, 
Clerk to ra OR for bids for publishing ordinances...July 12, 
Openin of -bids—bids rejected—clerk to re-advertise...July 19, 
Opening of bids—referred to committee on ordinances..July 26, 
Resolution to consider ordinances lost ............+++.- Oct. 4, 
ORDINANCES—Auction— 
Aldermen Kircher and Potter give notice—they will 
introduce new Auction Ordinance in near future....July 7, 
Ordinance read Ist and 2d time and referred.......... July 12, 
Committee recommend ordinance be passed............ July 26, 
GaninsitteGvote NMRGIE: Naas Goch ends deaths demote Aug. 2, 
Third reading of ordinance—ordinance passed........ Aug. 2Z, 


1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 


1926 
1926 
1926 


1926 
1926 


1926 


1926 


1926 
1926: 
1926 
1926 
1926-——~ 
1926 — 
1926 
1926 
1926 
1926 =< 
1926 


1926 
1926 
1926 
1926 
1926 


ORDINANCE—To change name of west Grand River avenue from 


Seymour avenue to School for Blind to west Franklin avenue— 
Alderman Howe gives notice he will introduce the 
BDOVEVORUINANCE ai. ccalts. onde teeete adeuee mate moe Jan. 11, 


1926 
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ORDINANCE—Regarding installing water services— 


Committee. report recommending changes ........... Aug. 30, 1926 
A ATROO WOT VE TROND, g chaiat alk o so on0-4-0 + delbihin eehiore pine oi3 Aug. 30, 1926 
Placed’ on order of Third Reading: ............0s0085 Aug. 30, 1926 
Resolution regarding special order of business, Sept.7..Aug. 30, 1926 - 
Ordinance- read as amende@d [05 sei ensue uetee Siete Aug. 30, 1926 
‘Third Reading and ordinance passed ...........000005 Sept. 7, 1926 


ORDINANCE—Licensing Beauty Parlors— 


Ordinance read lst and 2d time—referred to commit- 


DR ie Shy Ree as doce st eke SL ye lasek wars ae June 28, 1926 
Operators or owners permitted to address council..... July 7, 1926 
Public: hearing set for July 14, 1926..............ce000. July 7, 1926 
Committee recommend ordinance be passed........... July 19, 1926 
Committee of whole report progress................. July 19, 1926 
Hearing on ordinance—coniittee of whole............ Aug. 18, 1926 
Third Yeading of ordinance 2) 06645 p2veu sss hacen scenes s Aug. 30, 1926 
Peestenee DAesed ald cs hs cee bs bac casted tegees Aug. 30, 1926 


ORDINANCE—Naming Leonard Court— 


SRPMS AMPTOCUCOM. ox: hidssy vpe.cigad +0) den wi enneeeso% July 26, 1926 
Read first and second time by title, and referred...... July 26, 1926 
MOnmirnbee vor wilOles s .fz% addadiies age «ddd daniadinte tng Aug. 2, 1926 
Passiges Te conmenaed | osdn.ccka ede oman samaaursseawe Aug. 2, 1926 
eS PROLE .  sinn Vig can straws pao s dale wo al ed Aug. 2, 1926 


ORDINANCE—Limiting use of streets, alleys, etc.— 


Ordinance introduced’ 1.20) ood oh Pl Se ald Aug. 18, 1926 
Read first and second time—referred ..............00. Aug. 18, 1926 
Committee of whole—ordinance referred for second 

fine to, committee on, Ordinatices {2 2. )4...). 578i. Sept. 7, 1926 
Committee recommend that ordinance be passed...... Sept. 7, 1926 


ORDINANCE—To prohibit begging, soliciting alms, etc— 


Ordinance introduced—read first and second time and 
Relereed ta: Komitee iissigie sack asqndaeeraaks Aug. 18, 1926 
Hearing on’ this ordinance. §.), sc ckstosaa Mate otek deus Aug. 23, 1926 


ORDINANCES—Regarding buying and selling second-hand goods— 


Communication from Chief Seymour recommending 

Bem Ot OCHO. Sb un cass sabares oa ee bs an ae 4 Oct. 25, 1926 
Committee recommend that an ordinance be passed...Dec. 6, 1926 
Ordinance introduced and read first and second time, 

and ‘neterred to committee fiho.. ooh. bo. 0 odes esas abec, dz, 1926 
Committee: report TavoOraply” ... i... seo > 42> devewes oe Dec: 13, 1926 
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i tcc! ae nb etc.— Re 
Local traffic ordinance—resolution to amend—two- 


hour parking limit on Turner street...........00004 May 
Consideration of traffic ordinance ............0eeeeees June 
Consideration of trafic ordinance: ... isveisds.as4 cee oe June 
Read third time, and placed in order of final passage..June 
Erathie (Ordinance assed, | 4..)4.aie- ais w<.cs 4 mvs cstey e-aiegereuneraty ts June 
Clerk authorized to have 5,000 copies printed.......... July 


ORDINANCE—Garbage— 
Ordinance to amend introduced ........cccccucvereres Feb. 


Read first and second time and referred ......:......- Feb. 
Committee report recommending passage ........... Mar. 
Considered in committee of whole ..........ecececeees Apr. 
Third sreaditig® Of, OFdiNd NCE ocd )s.nsies cad cacmagtn yew telson Apr. 
Committee recommending increase in cost of cans, 
hidkine «price ot cant S50: 5B Ue Laat fe ae. Apr. 
Garage. ordinance ‘Passed . cece ccc earns neesweveguans Apr. 


ORDINANCES—Repealing of nine obsolete ordinances— 
Nine ordinances read first and second time by titles 
And EELEEREd CONCOMMMILLEE cade s dave s oso sate ous eeeee Feb. 
Committee recommend repealing obsolete ordinances..Mar. 


Committee of whole, etc., on repealing ordinances....Mar. 
Ordinances placed in order of third reading .......... Mar. 
Eight. repealing ‘ordinances passed .... 6... use ssse0cseess Mar. 


ORDINANCE—Regarding planting, care of trees, etc.— 


Ordinance to amend Section 4, introduced............ Mar. 
Read first and second time, referred ...............06- Mar. 
Committee recommend passage of ordinance........... Apr 


ORDINANCE—Relative to cemeteries and burial—dead— 


Ordinance introduced to amend Section 12 ........... Mar. 
Read first and second time, and referred ............. Mar. 
Com. recommending passage of ordinance............ Apr. 


ORDINANCE—Warm air heating plants—installation— 


Ordinance :to.amend. introduced. .iss. ces cease vee an es Mar. 
Conmunication E, H. Ward, regarding above ordi- 
AUTRE CaN a SORE cao Dita INT, CRE ae ee hee ae A oa dakataent 3 Apr. 


ORDINANCE—Gasoline (Motor Fuel)— 


Alderman Kircher gives notice he will introduce........ Mar. 
Ordinance introduced and read first and second time...... Apr. 
Committee recommend it be passed ...........ceences May 


Third Reading of Ordinance..... Baer ATM a ae ys Sern ICR AT a June 
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S. Spaulding, et al., address council regarding ordi- 


VAR Chie eRe es ik tien ace orale CePA tare Oia eats June 
Ordinance recommended to be passed...........2.-02005 July 
Certain changes made in the ordinance.......4.......005 July 
Rules suspended and ordinance passed..........-000e0055 July 
S. W. & M. instructed to purchase equipment for 

distillation: MUFPOSES* 2. 5.65cs5lodduea eau sen see ta dees ...July- 


ORDINANCE TO AMEND MOTOR FUEL ORDINANCE— 
Introduced, read first and second time, Committee of 
Whole’ and Ordinance passed. ........i.0000000000008 Aug. 


ORDINANCES—Building Code— 
Committee recommend Mr. Frank Burton to draft Code..May 
Resolution mayor and clerk to enter into agreement 
with Mr. Burton, regarding drafting building code..May 


ORDINANCES—To restrict occupations and buildings— 


Introduced, read first and second time, and referred...... Sept. 
Committee recommend ordinance be passed............++ Oct. 


ORDINANCE—To prohibit distribution of bills, etc.— 


Alderman Graham gives notice he will introduce Ordi- 
nance to prohibit distribution of bills, stickers, dodgers, 
ASTWATIUOS SON GIN MSELEEES s'elheccte ates: clues ones « pavers. ame ro verere uereiane June 


ORDINANCE—Zoning— 


Mayor suggests appointment of committee.............. June 
Resolution regarding appointment of Planning Com- 

RN PR MNS Sea sew lis eens Sv ace ios ak den ate June 
Mayor appoints new City Plan Commission............ July 
City Planning Commission present tentative draft of 

AOU MOT CIMAN Ce’ “ea cen es Mewes « oes ote oleh ae 1 Aug. 
Hearing for Zoning Ordinance—Sept. 8 and 9........... Aug. 
Protest against McKee Lumber .Co.’s coal yard......... Aug. 
H. E. Johnson, et al., asks certain com’l, zoning.......... Oct. 
City Planning Commission give final draft of Zoning 

OP MUNMAN CE untae crscia sina ta ae tse wa bah se torous ge end t ete eae Nov. 
Proposed ordinance submitted, read first and second time 

by title and referred to Committee........ pe area Nov. 
Committee recommend adoption of Ordinance.......... ... Nov. 
Resolution setting hearing on Zoning Ordinance......... Nov. 
Several protests against Zoning Ordinance.............. Nov. 
Resolution setting final hearing, Dec. 8................. Nov. 
Several protests against Zoning Ordinance.............. Dec. 


Wolverine Oil Co. protest, proposed Zoning Ordinance. . Dec. 


1926 


1926 


1926 
1926 


1926 
1926 
1926 


, 1926 


1926 


1926- 
1926 
1926. 
1926 
1926 
1926 - 
1926 
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ORDINANCE—To preserve peace and good order, etc.— 
Ordinance introduced, read first and second time by title 


and referred to Committee oi Ordinances............. Oct. 18, 
Committee Recommend ordinances be passed Pana sas Sees Bae Oct) 25, 
MMIMtteeMOl “WHOLE: Ars. cule cals Haraaei ne owe AOOe gohan Dec. 6, 
inicd  Neading. Of OTdinance, oshile oc%.00 «esters eidlones. oh ‘eter DECs.| 62 
Ube aIICe DASSEM | oho coco kde GR ia Mestad Patan ey a eeaeat As Dec. 6, 


ORDINANCES—To regulate Hawking and Peddling, etc.— 
Read a first and second time by title and referred to 


Committee om Ordinances); 012002 haek ee Py rule: Nov. 1, 
Committee recommend ordinance be assed ik OPRVe ds. HE Dec. 6, 
Ordinance considered in Committee of Whole........... Dec. 13, 


ORDINANCE TO REPEAL—Regulating Heat, Gas, Electric— 
Ordinance introduced and referred to Committee........ Dec. 12, 
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1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 


1926 


OSBORN ROAD—Curb and gutter, South Genesee drive to Fulton Place— 


Supplementary Assessment roll presented..............45 May 10, 
Public Improvement Resolution V.............2eeceees May 10, 


OSBORN ROAD—Curb and gutter, Shiawassee to Genesee street— 
ao peports Rettal Gost. «occa ccs ude cus kvesconeast Mar. 15, 


OSTEOPATHIC CLINIC— 
Committee. Report, Osteopathic Clinic.......... Pare et Feb. 1, 


OTTAWA STREET—Sewer, Grand to Capitol, No. 646— 
Assessment roll presented, actual cost.........0..eeeeeee ‘Oct. 18, 


OTTAWA STREET—Resurfacing from Butler to Logan— 


Public Improvement Resolution II.................2000: Feb. 15, 
Enemeer. reports (estimate Costs... 2.60 ccc eececnaneccres Feb. 15, 
Pasimect reports, actual cost ¢.. 0... ccs neces cenveeve Mar. 15, 
Assessment roll presented..... “tere Aes nor ere” le A oe Mar. 29, 
Public Improvement Resolution III........ ra ethaen Ph cleceds Apr. 6, 
reviewing Assessment fOll. ic... 6. cei ck ene ee ets er) me 
Public Improvement Resolution IV............ ee Apr. 19, 
J. S. Bennett submits roll, actual cost...............005- May 1/7, 
Public Improvement Resolution V.............cceeeeeee June 7, 


OTTAWA STREET—Paving, Capitol to Butler— 
RONNIE WOEK OPUEred. .. 5 0 <ichee cue alee spire ss Cues Nov. 8, 
J. Bohnet asks regarding width of parking, etc., when 
emu GNod St Ny) tracks. «5. cok wba Wiis ore baw elee's Dec. 20, 


1926 
1926 


1926 


1926 


1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 
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PACIFIC AVENUE—Curb and gravel, M. C. R. R. to Morningside 


Subdivision— 
OR 6 65 65 P02 02 FE ANRAA OL AUN hs EER oes eR ESS Aug. 
Engineer presents estimate...............0005 fat 6 cite oS Aug. 
Public’ Improvement Resolution J....5)..0% 0.00. ee sa eae Aug. 
Public Improvement Resolution II................020005 Aug. 
City Engineer directed to construct............000eeeue- Aug. 
Commiuttice stepont:, astaclmiied abed iene. aaate bun as Pedram Sept. 
S:, Ps ve MMirected! to proceed ia is en. hes bes eu & Sept. 
Public Improvement Resolution I...............eeeeeee Sept. 
Assessment roll presented, estimate.............e0eeeeeee Oct. 
Public Improvement Resolution III].................005. Oct. 
Reéviewine Assessment -ROMNS 6. 46.56 oisae cameleon dale see sae Oct. 
Public Improvement Resolution IV............-.0e see Oct. 


23, 
30, 
30, 
30, 
30, 


1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


PACIFIC AVENUE—Curb, gutter, gravel 1 block east from Cedar street— 


Engineer reports actual cost... ....0.s.sccecsacneceeanen Mar. 15, 
Assessment roll-presented, actual Cost.........000000000 Mar. 29, 
Public Improvement Resolution V..........sceecceceees Apr. 6, 
PARKING— 

Manager Hotel Olds, asks parking regulations........... Apr. 19, 
Chief Seymour gives parking regulations for Hotel Olds..Apr. 26, 
Resolution 2-hour parking on Turner St. (referred)..... May 10, 
Davis Laundry granted parking space, two trucks....... July 16, 
J. W. Knapp Co. asks parking space.............0.20005 Aug. 9, 
Davis Laundry Co. ask parking space .............06 Aug. 9, 
Flower Shoppe ask parking space............eceeeeeeee Aug. 18, 
7. Ts Ochs: asks parking spaces. i.e. oath ae ee Aug. 18, 
Committee reports on T. E. Ochs petition.............. Aug. 18, 
Reliable Furniture Company asks parking privilege......Aug. 18, 
Resolution Police Department furnish “No parking” 

signs, with a charge for same..... By Eh ie ie (a Se Aug. 18, 
L. L. Coldiron asks parking privileges.................. Sept. 7, 
Lorenz Bros. ask regarding parkirig on City Market....Sept. 20, 
Resolution to remove curb, 709 South Washington 

ENE arching attidaoters option 'e nts vil Be ie wee BEE GAs Wot oa.s Sept. 27, 
Resolution permitting 1 hour parking, at City Hall..,...Oct. 11, 
Hoffman-Schlotter Co. ask parking space.............. Oct. 18, 
D. & C. Furniture Co. ask parking space..............+5. Oct. 18, 
Capital News ask parking space...........sseesccesceees Oct. 18, 
Moose Lodge ask ‘parking space .isi......60%e case ee es Oct. 18, 
Committee report recommending use of market, Saturday 

OURO: © ss ie So hs n.9 Bara awe Rilo Gina's ook 8 5 3 ho aR Oct. 18, 
Committee recommended parking place for Dancer- 

Browmat Tamla PT a ie aia o's a's ve eh eee Oct. 25, 
Ghecker' Cab asks cab' stand sic. 5. ie es Se a aS Nov. 8, 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 


, 1926 
1926. 


1926 
1926 
1926 
1926 


1926 


1926 
1926 
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Resolution “No parking” Kalamazoo-Hosmer............ Nov. 
Eckert Market-Fales Bakery, ask parking space........ Nov. 
Petition to remove dwellings, Block 132, for parking....Nov. 
Resolution to remove dwellings, Block 132, tabled........ Nov. 
Petition for 2-hour parking, Michigan between Walnut- 

ES HELE ie ater eos. ster ore Re ond Aodee ee: Mi cdeoush rere ada raj ecer mele Nov. 


Resolution to make 2 hour parking limit, Hosmer, tabled. Nov. 
Board of Education ask 2 hour parking limit, high 


— SCHOONS oe eee eee eee ence eee eee e een eee esenees Nov. 
Resolution to grant parking space, Dancer-Brogan....... Dec. 
Lansing Capital News ask parking space............064. Dec. 


PARKS—Miscellaneous— 


Resolution to secure abstract, Golf Course property..... Mar. 


PARK S—Ranney— 


Special Committee authorize Mayor to summon council 


fil) ‘S@EeCial, SESSION fo scuk ees dard Be dieods Metin beets Mar. 
Mayor summons special sesSion...........ce cece ee eeees Apr. 
Report (Of, COmnmitee cos ude «aie baled ales Abe feet Apr. 
Agreement on settlement of Ranney Estate.............. Apr. 
Resolution confirming above agreement............ fh Apr. 
Deeds received from Ranney Estate...............0e00: Apr. 


PARKS—East Michigan avenue— 


State Relations committee recommend acquiring property....Jan. 
Resolution to acquire property ..........ccccceusececss Jan. 
Kesolution to acquire property oi. oss. seis cdwececswecwes Feb. 
Notice of public hearing, acquirement, of Taylor property. Mar. 
Frank C. and Hazel Taylor give option...............5. Mar. 
Moores & Weed and Taylor option.............00ceeeee Mar. 
Resolution regarding settlement with Moores and Weed..Apr. 
City Clerk reports M. & W. deed recorded............... Apr. 
Resolution regarding condemnation proceeding, Olin, 

mpicer) Choper PYOPEKIV. 06) us «eed eo baw geen sd ee May 
PIG NEALINE oo. ees wh eaaete cde Dias sels eee take ae May 
Resolution to place May 10th resolution in final passage. . June 
Resolution regarding condemnation proceedings......... June 
Ervin Hills offers lot 4, block 2, Scovells Plat.......... June 
Committee reports above lot is not needed................ July 


Committee records and resolution to deed portion of 


Taylor property to state for completion of highway..Nov. 
Resolution to acquire Spicer property..............000- Nov. 
Deed received to Spicer Property...........cceeeeeeeaee Dec. 

~PAVING— 
Mayor presents list pavements, petitioned for............ Jan. 
Engineer presents W. & L. E. petition to cut Shiawassee 
pavement ............ 2 Se ee ee es Feb. 
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Committee report on Mayor’s paving communication...... Feb. 
Engineer directed to report ward percentage of paving....Feb. 
Engineer reports ward percentage paving and streets...... Feb, 
Petitions to submit paving bond issue to people.......... Feb. 
City Attorney to prepare resolution to submit bond issue. . Feb. 
City Engineer presents request to cut Center street paving. Feb. 
City Engineer presents request to cut Michigan avenue 

DAV ae ee ete es Lhe cies Tce eee Meta eats Mar. 
Resolution to place $50,000 in budget for such streets, as 

would be paid for in one pavement (tabled)........... Apr. 
City Engineer presents request to cut Saginaw pavement 

Ae GAT ICN: ws ccmmeeamten eiemtnetoe 214 na oleae yah a at oe Apr. 
City Engineer presents request to cut pavement at Michi- 

alleen aiay Moparts 2s hicks Ghee Sp cath ante Mew «Geto aus Cas Apr. 
City Engineer presents request to cut paving, Y. 

Wie tee oy Pea ck Ate sid x Sods exec saewengyes< ieee May 
W. & L. E. ask to cut paving, two places................ June 
W. & L. E. and Reo ask to cut paving.....:............ June 
Permission granted Reo to cut Cedar Street paving....... July 


Consumers Power Co. ask permission to cut, Kalamazoo. .July 
Resolution to widen Barnes avenue paving, tabled, etc.....July 
Merchants Bureau communicate regarding election, paving. July 
Engineer presents request to cut Beaver street paving....July 
Mayor appoints Phillips, Graham, VanDervoort, special 
paving committee to work with Merchants Bureau...... July 
Resolution to sell old paving brick, Cedar street, lost....July 
Special Council meeting, regarding special election paving. Aug. 
Resolution regarding changing Section 148, City Charter. Aug. 


Resolution to hold election on above, Sept. 14............ Aug. 
City Engineer directed to cut Ottawa street pavement, 
GASH crete ier oF, bISG, anit atest aia: stoi et oe ates terres Meee Aug. 
Committee report on petition to excavate, W. Genesee 
STR Mir see tetaucy AB ash ush sivas Moe Aishage oss RMS) Go Sas Mister tonte ae Aug. 
City Engineer presents petition to cut pavement M. R. 
drive and, Michigan avenues c2.4 swam ncedets «see mie Aug. 
City Engineer presents request to cut pavement, W. 
reams A ha SUR, 5 tats ca hm ine, sp Sic, Men atone RES a, Bho: wig TORRES Aug 
Resolution regarding ‘Utility companies to do under- 
PNOUUE SWOT he ae ace oanG ceri Gina win Oe a eae oe motte oe July 
Standard Real Estate Co. ask to build pavements, 
PIRBUNET WOON 52s 84 «+ Bininn So de ah eh bss se oe eotenge Sept. 
-Consumers Power ask to cut pavement, Mt. Hope, S. 
EVV GUO ILM. Rea, tic. age oes uae thoes, Sgr teva tees uwraa sae Sect eh opene eRe oes Sept. 
Resolution re: appointment of committee to investigate 
Pavement ‘hond issue... Wey eh. es acdn 0. es aes Sept. 


Resolution regarding extension of pastisnits on taxrolls, 
widening Kalamazoo and River streets...............- Sept. 


1926 
1925 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 | 
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Street committee recommend streets for paving bond 


PM ON kel Bees oe hes Se tes AS Lae oe Sept. 27, 1926 
Form of ballot and streets to be paved, resolution........ Sept. 27, 1926 
Petition, paving and sewers, Heatherwood No. 4........ Sept. 20, 1926 
Standard Real Estate Company ask to construct base 

Kealainazooy Streetity «ase « at cou oa Sateen Sno eet ee cee Oct. 4, 1926 
Resolution to include Washington avenue, Lenawee 

sireet: to Hills, tt: paving Wauesin vcs ivaens een Bocdsioks Oct. 4, 1926 
Resolution Consumers Power, be permitted to cut paving..Oct. 4, 1926 
Resolution to issue paving bonds and form of ballot...... Oct. 4, 1926 
Resolution to modify public utility street resolution of 

SEP ee Me iach ofounid + Partai, Sse dann Sebsoley cee oaks ed hey eae ere 2 Oct. 4, 1926 
City Engineer presents appeals to cut pavements......... Oct. 11, 1926 
Consumers Power Co. ask to enter pavements...... ees ware Oct. 25, 1926 
Consumers Power Co. granted permission to enter pave- 

RIGS. asin ay ted Movaretina saan Bo ar ap ena ste OA sie Meare eee Nov. 22, 1926 
Resolution Consumers Power Co. install gas service 

O10. Max. avenue......sccceds. STAD ses ace sl na Ces Nov. 22, 1926 
Consumers Power Co. ask to enter streets, 1927 paving 

POEM. 4 a tH hn Pid eV Rae Eee des eagle san daas ees Dec. 6, 1926 
J. Bohnet asks regarding paving Ottawa, width of park- 

ing and location of ¢ar tracks. ....45 ch. sees sawealenss Dec. 20, 1926 


PENNSYLVANIA AVENUE—Paving, Main street to Mt. Hope avenue— 
Resolution regarding underground work, etc............ Nov. 8, 1926 


PENNSYLVANIA AVENUE—Sewer system. (No. 13)— 


Public Improvement Resolution FILE: .........60c.0.0ac008 Jan. 18, 1926 
ReviewitieecAssessment folk... :. 0. Paeidwardos anes ccies t Jan. 25, 1926 
Public Improvement Resolution IV..............00000: Feb. 15, 1926 


PENNSYLVANIA AVENUE-—Sewer, south 1150 ft. from Main street— 


Assessment roll presented............ ee ee ee Jan. 25, 1926 
Public Improvement Resolution III............. < wih wake Feb. 1, 1926 
Reviewing Assessment roll........ PE eave ae eas wD Feb. 8, 1926 
Public Improvement Resolution IV.............2....04 Feb. 15; 1926 


PENNSYLVANIA AVENUE—Grade, Cedar river to Mt. Hope avenue— 


want) P.. W. téports aetudl-eest.. ck. ced TRA Apr. 12, 1926 
Public Improvement Resolution II................... ...May 24, 1926 
Assessment roll presented............... es eae Oct. 11, 1926 
Public Impravement Resolution HT..........cceeeeeeeed Oct. 18, 1926 
Reviewing Assessment rollss so... 6. ccc cca ee taal noes Oct. 25, 1926 
Public Improvement Resolution IV..............00cceee Nov. 8, 1926 
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PENNSYLVANIA AVENUE—Grade and gravel, E. Drive, Mt. Hope 
south— 


et 2 ere A ee ne, sare ak AOL, Merny oe x wae ee tod Sept. 20, 1926 
Committee reports shiv aes oivee saneiehaes) skveee Mere gias staat Sept. 27, 1926 
Public Improvement Resolution I...... Rae cad Seteebe Re hie Sept. 27, 1926 


PENNSYLVANIA AVENUE-—Sewer, Cedar river to Tower street— 
Engineer Eckert presents releases, R-W...........++055 Dec. 6, 1926 


PETITIONS—Miscellaneous— 


J. I. Case ask permission to move machinery............. Dec. 20, 1926 
C. N. Halstead asks to place fence to street line........ Nov. 15, 1926 
E. C. Burden asks street adjustment before approval of 

AGU MNOLE SUPAIGIGION hab cia escent oe ose uddaca de Pha ns June 7, 1926 

PIGGERY— 

Resolution to make final payment, Gorman property...Apr. 6, 1926 
Resolution to put $7,000 in budget for shed............. Apr. 26, 1926 
City attorney states conditions, terms, etc..............0. May 3, 1926 
Garbage committee to carry out directions of court...... May 3, 1926 
W. & L. E. Bd. regarding power line to piggery........ May 24, 1926 


PLATS—Miscellaneous— 
Resolution to remove restrictions two rows of lots, Ver- 


linden avenue, Espanore subdivision ................ Mar. 29, 1926 
O. L. Snow, et al., protest above resolution.............. Apr. 26, 1926 
Committee report disallowing Espanore resolution........ June 7, 1926 


E. C. Burden asks adjustments regarding Golfmore plat..June 7, 1926 
Engineer to suggest changing duplicate street names....Nov. 22, 1926 


PLATS—Avis Subdivision— 


A. J. Kling offers Avis plat for approval............... Aug. 30, 1926 
Resolution to accept plat subject to bond, tabled........,. Dec. 6, 1926 
Resolution to accept plat conditionally, referred.......... Dec. 20, 1926 
Resolution to accept Avis plat, etc., carried.............. Dec. 30, 1926 


PLATS—Golfmore Subdivision— - : 
Plan ‘submitted by DNV. WHIP) y..¢.s%5 sso » 5 owatonna ee June 14, 1926 


E. C. Burden asks street adjustment before approval..... June 7, 1926 
Committee recommend plan acceptance, tabled............ July 19, 1926 
Committee report accepted of plan............eceeeeeees July 26, 1926 
-D. V. Whipp presents plat for acceptance............... Oct. 4, 1926 


PLATS—Granville— 
-G. R. Haigh offers plan of Granville Hills plat for ap- 
SRUICGI 5 04 ss Rgds SEPIA UREE RUT ss chews seen e June 21, 1926 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries _ 


INDEX } 71 


PLATS—Grand River avenue—Point Subdivision— 
Reniger Construction Co. present plan ............... Aug. 2, 1926 


PLATS—Heatherwood Subdivision No. 4— 


Plan submitted for consideration ...........0.e0 ce eees Mar. 29, 1926 ; 
Standard. Real Estate’ offer plat ...<sdeccewsiaculees oe ...July 26, 1926 : 
Plat-again ‘offered foriacceptance 13... sk Aes Sept. 7, 1926 P 
Standard Real Estate Co. ask permission to construct 6 
Pavements and SEwers Lso6 ec We eek bbe ek ce oles Sept. 20, 1926 5 
Standard Real Estate Co. ask to build paving base, 
Pmimindsas:, SUGEE | 552.8 x. IV gees olabet lis ees Oct. 4, 1926 ra 
Resolution approving plan, McPherson's No. 4......... Oct. 4, 1926 z | 
Resolution approving and accepting plat ............. Oct. 4, 1926 us 
Returned by Auditor-General to Clerk 0.5.00 i casi Oct. 19, 1926 4 
Clerk notifies return of approved plat by Auditor 8 
GOERS! ccd Paa 2 Cae oy eRe Ayes Cad Nov. 8, 1926 E 
PLATS—South Parkwood— = 
Prat -offered for acceptance ccc. sccdecsiddeuleueetams Sept. 7, 1926 an 
South Parkwood plat offered for approval and ac- £ 
CO ee Se OCR BM ea ey. Se Oct. 11, 1926 be | 
Resolution to approve and accept that portion inside ‘ 5 
Gry EaAS)) Pies, DOL Gh sre eh Be cathe ON s cca nine VINER ES Oct. 11, 1926 = | 
Returned to clerk by Auditor General ................ Sept. 7, 1926 2 
Developing Co. ask partial rebate filing fee........... Nov. 8, 1926 E 
Clerk notifies—return of approved plat by Auditor oO 
SHCHIORAR US tes. Vdirus cdeWendha heen sks Meueaed cee tana are. me O 
POLES— 8 
Resolution W. and L. E. remove poles, Capitol, Alle- s 
gan, Grand, Washtenaw and Ionia streets........... Feb. 1, 1926 s 
Resolution W. and L. E. remove poles, Grand River 8 
a hh. sev veel Pre dente ce tone July 19, 1926 3. 
POLICE AND FIRE DEPARTMENT— g- 
Resolution to pay school police, holiday vacation...... Jan. 4, 1926 3 | 
Resolution to pay Lieutenant Fouts, salary, while " } 
SVU LC ULCUE Cl pliMaret eng) ston ovat amiyenavershsa dvterav ete daNsn otek neces eet tela a, irdrs ia Meeks Jan. 11, 1926 
Board communicates regarding Lieut. Fouts’ salary...Feb. 15, 1926 
Invitation to Chief’s Eighth Annual banquet.......... Mar. 1, 1926 
Resolution that Chief attend Washington Convention..Mar. 1, 1926 
Gibson-Sargeant Co. offer site for Police Station....Mar. 29, 1926 
Police Board ask $15,000 be placed in budget for site..Apr. 6, 1926 1 
Parking at Hotel Olds referred to Chief of Police...... Apr. 19, 1926-~ | 
Police committee recommends $15,000 in budget for 
new quarters bie yore Sree tte Wemtokne ca a dao 4 Fie Apr. 19, 1926 
Resolution jail prisoners be placed at sheet A AM so ar ea ltas Apr. 19, 1926 | 


72 


INDEX 


Chief Seymour gives parking regulations Hotel Olds..Apr. 
Police to stop work McKee Lumber Co. sidetrack..... May 
Chief gives invitation to annual inspection............ May 
Plain clothes men to patrol streets, traffic............ June 
To pay for torn uniforms from contingent........... June 
Resolution to continue work for fireman Derby........ June 
Resolution to credit to Police Benefit Fund, check 

for $429—unlicensed dog compilation...............6% July 
Chief reports trafic check—Ottawa and Washington. .July 
Police gives notice of dog quarantine, township........ Aug. 
Police to remove traffic tower, light on approval...... Aug. 
Police recommends taxicab stands, referred.......... Aug. 
Resolution Chief report regarding trafic Grand River 

avenuexand Washington 26 eis os,2 oe rece psdonosboaaler Aug. 
Vote on Chief’s taxicab report reconsidered ......™”. Aug. 
Resolution that taxicab report be concurred in.....*.. Aug. 


Chief to mark Capitol and Michigan for angle parking. Aug. 
Chief notifies regarding traffic checking, Washington 


and (Grand River avenue: vo ié<onsca se usube seemed once Sept. 
Chief suggests traffic light, Kalamazoo and Cedar 
SUNCECS==LESOMITION ..akccarwuge saates eat atewbeanint tox Sept. 


Chief recommends amending Second-Hand ordinance. .Oct. 
Police Department receive check—Assessor Bennett— 


$429—for making compilation unlicensed dogs...... July 
City Attorney to give opinion, use of abandoned 

eriets Ws: Deere Gi nen cdc oye coseay ex oc sawenaes Oct. 
Chief recommends payment of bill—Michigan, Wash- 

AUNETEO Llee (SUG IACN Seats ih. ons. olodeacesaheee 2. ay Sikiacs a Seen Same iene Nov. 
Chief to obtain estimate, 4 lights, Michigan, Washing- 

OO he aie Uicks eh ia scene et Sie CAE Te 8c Seta tama eee Nov. 
Chief to install “stop-go” signals, Kalamazoo-River...Nov. 
Chief submits price, curb traffic lights................. Nov. 


Resolution regarding purchase 80 sets license plates..Nov. 
Chief to install “stop-go” signals, Kalamazoo-River....Nov. 


Police to use confiscated Dodge truck................. Nov. 
Police Department receive Check—Assessor Bennett 
—$429—for making compilation unlicensed dogs...... July 


26, 1926 
17, 1926 
24, 1926 
1, 1926 
7, 1926 
14, 1926 


7, 1926 
12, 1926 
18, 1926 


18, 1926 


18, 1926 


18, 1926 
18, 1926 
18, 1926 
30, 1926 


20, 1926 


20, 1926 
25, 1926 


7, 1926 
25, 1926 
8, 1926 
8, 1926 
8, 1926 
15, 1926 
22, 1926 
22, 1926 
22, 1926 


7, 1926 


POLLY STREET—Curb and gutter, Benjamin division to limits— 


Bagineé? reports actual cost 040.5 6c0550 bos oes eeb deed Mar. 
Assessment roll presented, actual cost..............06- Mar. 
Publice Improvement Resolution V+. sc siden sa canes Mar. 


POOL ROOM LICENSES, ETC.— 


Bidoomey: applies, fori license ...........¢..ss000.40% bab an. 
License refused B. Toomey, account fire limits ........ Jan. 
E. F. Kesling license granted........ wa She Meee ee Apr. 


15, 1926 
22, 1926 
29, 1926 


4, 1926 
1, 1926 
6, 1926 
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Grant U,/Busby license granted: 65.0.5. cic dencecceten Apr. 6, 1926 
Geo. C, (MeSorléy, license gratited yi) e. nhs acllecats Apr. 26, 1926 
er. GRAY, Heénse Branted’ 3565. vbw ekds lien Jacad May 3, 1926 
Brooks & Preston license granted ..............0000: May 3, 1926 
H. L. Woodward license granted .............c00ee eee May 3, 1926 
Geo. Ledermon license granted ..........ccccceesccecs May 3, 1926 
Recreation Billiard Club, license granted ............. May 3, 1926 
Fred G. Kourmadas license granted ..............00.5 May 17, 1926 
FF... (Pausey license granted 2. ie cc. ccs cde canwoesds May 25, 1926 
prreetnn eet bs adv eub bates cue end Wind tances cnt May 24, 1926 
Angel Priggooris, license granted .............000000 July 26, 1926 
POOR DEPARTMENT— 
See “Welfare Department.” 
PORTER STREET—Curb and gutter, Pennsylvania avenue to Far- 
and— 
Engiteer reports actudl Cost 0. lies ooplecevenmecud Mar. 15, 1926 
Assessment roll presented, actual cost .............055 Mar. 22, 1926 
Public Improvement: Resolution Vio sic cc'e ns wescteas au ol Mar. 29, 1926 
PORTRAIT OF EX-MAYOR FERLE— 
Committee appointed regarding presentation of por- : 
Rebel Ui seco eens A Ses RS. ET odes «nt SS cers June 1, 1926 ° 
Committee report on presentation of above portrait....June 7, 1926 
Program on presentation of portrait .............. ...June 7, 1926 
POXSON AVENUE—Grade and gravel, Beal to Rundel— 
Ss peas BEWORtS ACCA \COSE,* facee4 hcis = cles Me 2 xte lava apes Jan. 25, 1926 
Public Improvement Resolution ID .....0csccccccesees Feb. 1, 1926 
AaSessment ‘Toll, Estimate COST... .icvid vs.cd ee nme svewed Feb. 8, 1926 
Public Improvement Resolution III ...............66. Feb. 15, 1926 
mewiewing assessment’ FON oii ic cin ca pees ce cused bane Feb. 23 1926 
Pubhe Improvement Resolution LV .....006. Vee. cosas Mar. 1, 1926 
POXON AVENUE—Curb and gravel, south Logan to Marion street— 
PIECE! ©. 24 ORES As Wee coe Rs bo et ee Oct. 25, 1926 
CGmimntteeenepome ye ol ii .8 eines hoe. malian e oer ee oes Nov. 8, 1926 
Public Improvement Resolution I .................... Nov. 8, 1926 
PRESIDENT OF COUNCIL— ; 
Alderman Templeton chosen President for 1926 ....... Jan. 11, 1926 
PROTESTS— 
Protest against used car market—Penn. Lindon Grove. Mar. 22, 1926 
Salvation Army protests against removal, location....Mar. 22, 1926 
O. L. Snow, et al., protest Alderman Howe’s reso- 
lution Mar. 29, regarding removal of restrictions, 
Espanore Subdivision ...,......+- boda ce es Apr. 26, 1926 
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Protest against Junk Yard—118 E. Jefferson.......... May 10, 1926 
Resolution that City Attorney give opinion, Junk Yard. May 10, 1926 
City Attorney gives opinion, Junk Yard .............. May 17, 1926 
Mr. Clay protests against S/W, W. Allegan..........July 6, 1926 
Protests on Kingsley Court widening (see Kingsley 

ABOUT ie oak Sia he eet atsa aise. susticeat Min a eta heens Graken eee June-July 
Protest against McKee Lumber Co. coal yard.......... Aug. 30, 1926 
Protest against oil station at Logan and west Main— 

WES tH NUNN £55 oh pies > oe wobse SS i ee ae Aug. 18, 1926 
Several protests against zoning ordinance ............ Nov. 19, 1926 
Several protests against zoning ordinance ............ Dec. 8, 1926 


PUBLIC UTILITIES— 


Notice of hearing of Michigan Bell Telephone Co. 

rates rental, etc——received by Public Utility, com- 

TUL Cece SY ees, Se A Se Pe ea Oe July 19, 
Com. regarding gas rates, etc., Consumers’ Power....Aug. 30, 
All Public Utility to obtain permit before excavating. .Sept. 20, 


PROPERTY CONVEYED—To and by City of Lansing— 


115 A. Golf Course Prosperty—lease ..............045: Nov. ‘35 
@ontral Parks 146 sc oa. cote eae a2 aks ee be oak oe Ses May 9, 
PeVOmMe™ SITECE So's sabe Leds his Meagan h seen’ June 14, 
State, Daleford, Princeton streets ..........s.e0s000s: Apr. 28, 


‘Ferris Park—lease. 


Tourist Camp—lease. 

Site of Pattengill Junior High—(Board of Education). 

Part of Taylor property conveyed to State of Michigan. 

By. City for super-highway Gh. -sac. es os sue veedeceses Noy. 29, 


PROPERTY—Offered for sale to city— 


Conynittee reports regarding acquiring F. C. and 
Hazel L. Taylor property, east Michigan avenue 


TANI Pr ey he ckehss drodsnaial pin Meth hoes tone hatkoagiacs SReeNES Jan: 25; 
Deed, lot 78, Adams addition received ................. Jan25. 
Resolution to acquire property, east Mich. avenue 

TORRE CME cathe, Cos Lae nice otiald utes: foaau iets Emma hnwcoske Jani; 
Resolution to condemn property, east Michigan ave- 

MAIS - NOATICOUS occa vss Boe eraen 6 Sad ea ee ae Pde Feb. 23, 
F. C. and H. Taylor offer property ....... Mar. 1 and Mar. 8, 
Weed nd Moore, optional purchase offer........... 

L. Land. mr Beit ores sail Mar. 15 and Mar. 8, 
A. L. Ebinger Co. ‘offe® property So. Lansing Rest 

RAUSCH. . has ees WF eee ee ea have Dis hig b & Boa i 0.5. eth RE Mar. 22, 
Gibson-Sargeant offer property for Police Station..... Mar. 29, 
Carrie L. Stocking deeds property to city ............ Apr. 6, 


G. T. R. R. offer lease for land for asphalt plant....... Apr. 6, 


1926 
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Resolution to condemn—Olin, Spicer, Cooper—east 


AVICHIG AM: TAVENUC sich sak sotert aha ote « alee vanities GR ane os May 1), 
Ervin Hills offer lot 4, block 2, Scovell’s plat, Lan- 

sing township for east Michigan avenue park...... June 28, 
Committee report above lot not needed by city........ July 26, 
T. W. Hacker and wife, deed lot for Saginaw street...Sept. 20, 
Bailey Real Estate Co. offer lot 105, Westmoreland...Sept. 20, 
Fourth ward alderman refer to second ward aldermen..Oct. 4, 
Alderman VanDervoort, reported orally, negatively...Oct. 4, 
C. Severance offers deed, Saginaw street to Grand 

INCE Sas, der hoe, gore tuek « Aiea heres: eee pede ae tara deer Oct. 11, 
Dr. Lange ospital property: soca vase ss ven tomes Hes tails Nov. 8, 
Committee regarding condemning Turner property, 

en an ENE be ORT oh Yan Ae coe wha eoane de bAe cba oe ee id Nov. 15, 
Resolution to condemn Turner property, W. & L. E. 

NNR Ng 2 Ea Oe ONE eS Oa suc Ma ha isle, hin a AIR a Om Nov. 15, 
Hearing on acquirement of Turner property.......... Nov. 29, 
Resolution to acquire Spicer property, east Michi- 

SAM AVE MME DAL, ada teodhed ii wemttiahia aes age «teehee Nov. 29, 
W. & L. E, Bd. cancel Turner condemnation proceed- 

HEIES ye eid ¢ ool ee MATT Mae nee Me, oie ta ee oe Dec. 6, 
Deed received to Spicer property iad. «8b aeters were aperare ses Dec. 13, 

QUEEN STREET—Improve, Alice avenue to Lansing avenue— 
Mea Ve HEHOGES ACtial COSE s suki aces. oc ce acs ocean eae Jan.) 253 
Public Improvement Resolution II ............c ce eeeee Feb. 1, 
Assessment roll presented, actual cost ..........e0000: Mar. 15, 
Public Improvement Resolution III .................. Mar. 22, 
Reviewing assessment roll ........c0cccccccceeccseece Mar. 29, 
Public Improvement Resolution IV ..............006- Mar. 29, 
Assessment roll returned to actual cost .............5. Sept. 20, 
Assessment roll presented, to actual cost ............. Oct.. 25, 
Publie improvement Resolution V .....6..06.0280u00% Nov. 8, 

-RADIO, ET AL.— 

Mayor appoints Radio interference committee ........ JaneZ5, 
Committee appointed—Kircher, VanDervoort, Troyer..Jan. 25, 
Petition to correct interference, Princeton avenue....Feb. 1, 
Committee report’ re:ommending E. Link, as In- 

(RG OR: | a CECE eR Sn: See Feb. 1, 
liispector reports 14 inspections! .(2.. 60k. sed aac cele Mar. 1, 

RAIDER AND HAZEL STREETS—Sewer— 

GConstructysewers and drains. DEL i icc ws. ed sccaees bes Jan. 4, 
Assessinentaroll, estimate COst cece decee slo ease ne canes Feb. 23, 
Public Improvement Resolution TI] ....0.....0...000 0% Mar. 1, 
Rewiewina wmssessment roll in fi Wi Bie nsec cena cee ,-Mar. 8, 

8 


Public Imptovement Resolution IV .......-...eccceees Mar. 
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RAILROADS— 


Resolution—Mayor and clerk sign agreement, Mc- 


Kim and Kenwood avenue, sewer, at M. C. R. R....Jan. 
McKee Lumber Co. ask permission ta cross McKim 

and Kenwood avenues with sidetrack............... Mar. 
G. T. R. R. offer lease of land, asphalt plant........... Apr. 
Resolution that mayor and clerk sign above lease..... Apr. 
Committee grant request of McKee Lumber Co........ Apr. 
W..S. Fuel Co. ask sidetrack foot of Pine street......... Apr. 
Committee report on W. S. Fuel Co. petition.......... May 
City Engineer to plan separation of grade, M. C. & 

Mi HODe pihagerse sess Soh aos i edebiond aap mee May 
Police to stop work, McKee Lumber sidetrack........ May 
Mayor and clerk to sign, terminating agreement, N. 

Ni NG. Kennett once beac Nels as clagreautmtn awn acetates June 
Mayor appoints Rowley and Graham to deal with G. 

T. R. R. regarding So. Lansing Rest House.......... July 


Resolution City Engineer and City Attorney take steps 
to put railroad crossings-Belt Line R. R. in shape...Aug. 
M. C. R. R. to build sidewalk, Michigan avenue cross- 


Steer Ae there Paani g Reale oan ci aeaus oss sa eho eres nt aie Aug. 
Resolution M. C. R. R. xemove, signal, to south of 

BtVECte sec aee oh E" vires, 8.0 On ae Sept. 
M. C. R. R. to place plank on Kalamazoo street side- 

RUNES Ratt a i cc pee eties Meco woah cnet site aise Aug. 
M. C. R. R. advise regarding warning signal, Mc- 

KLE VARSTGE CE ih accise cia. tee in. 20 Bits AMON oer ea by we rd aren ae Sept. 
General Manager G. T. R. R., writes regarding loca- 

tion So. Lansing Rest House ............s0se0e000: Sept. 
Mayor and clerk, to sign agreement, M. C. R. R,, 

Bhs OG BENT «2 atae. tes om chu ae hems ev eane ee een Sept. 
Mayor and clerk, to sign agreement N. Y. C.-Spring 

RINCCERSOWED fnact cack tae sith eww a Knee emiaek mae Sept. 
City Engineer to stake out East street ................ Dec. 
Resolution directing P. M. R. R. Co. to build walk, 

INOntHeSIREEt. sc Seuetiga) es a ates bro edie te its BERS sat Dec. 
Resolution directing M. C. R. R. to build walk, Mc- ; 

Kinley street ee Mehta ee. 


RAY STREET—Sewer, Woodrow to 190 feet north of Florence— 


Bngineer “presents: actial, COSt Shee. ccs.s.005 wcraa queues Dec. 


REDWOOD STREET—Sewer, Jenison to Comfort, etc. — 


Special assessment roll, submitted .................00- Jan. 
Public Improvement Resolution III ..............)... Feb. 
Reviewing assessment roll ...............cccceeeee fee POD. 


Public Improvement Resolution III ....... bes atts eee Feb. 


30, 
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Reviewing, assesstrent:. rol tiiic.h. bie a Mole sbeils ele were Feb. 23, 1926 
Public Improvement Resolution ITV ............... ...Mar. 1, 1926 


REDWOOD STREET—Graded and put in passable condition— 
PG CUION aie... 4 Ae wae eoken ey « sake wheel © ay shersnegt.cinite ste Mar. 29, 1926 


RESIGNATIONS— 
See “Appointments and Resignations.” 


RESOLUTIONS— 
Resolution to close City Hall, on account of death of 
De bneersollin Seem 28s ote a Gee A Be Jan. 18, 1926 
Resolution on death of Alderman Albert DeCamp..... Sept. 13, 1926 


REST HOUSE—Franklin avenue— 
Resolution complete plumbing, $225.00 limit........... Jan. 25, 1926 
S. P. W. to repair walls of above rest house, etc....... Sept. 7, 1926 


REST HOUSE—South Washington avenue— 
See card filed under “C”—“Comfort Station and Rest 
House—South Washington avenue.” 


RILEY STREET—Curb and gutter, Lyons to P. M. R. R— 


BeGtiOll. a's sme baer Rie tas oo Cee Re Lobe doen ee ae ee Oct. 18, 1926 
GMMIGtES OKEPORE: 623i des cals sda cn b eae Ble one bela ecels Nov. 8, 1926 
Public Improvement: Resolution 1. .............ee000008 Nov. 8, 1926 


RILEY STREET—Curb and gutter, gravel Osborne to Verlinden— 
CCH: Eiht, ovend sc ele'nce so sn cues Av eed OL eee Or Oct. 18, 1926 


RIVER, RIVER BANKS, ETC.— 
S. P. W. to place fence, between Fayette street and 
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PERV se sy cats a A ern! etry oe eraiak ote oie: Moen unis, « alenn Mees Jan. 4, 1926 
Notice of meeting, regarding pollution of river........ Dec. 21, 1925 
Communication regarding filing plan of sewage dis- 

LOS AMR 2.05 Seah ca tere Byte WS G, 4 arose s 6 69k WEL Moe He ..Jan. 25, 1926 
Committee report on attending above meeting........ Jan. 25, 1926 
Resolution to draft plan of definite disposal.......... Jan. 25, 1926 | 
Mayor Stigwests-vivet GPedging....... 5... cece cc ccnes July” 7, 1926 
Committee Report on Mayor’s communication........ Aug. 2, 1926 | 


RIVER STREET—Widening pavement— 


Petition to widen to 43 feet ................. is ath ee Jan. 25, 1926 
Petition to keep pavement present width.............. Feb. 1, 1926 
Committee report favorably regarding widening........ Feb. 8, 1926 
Public Improvement Resolution I ....... Sy aehian sed sions pinch Feb. 1g, 1926 


City Engineer presents estimate .........cccsceceueces Aug. 2, 1926 


78 INDEX 


Resolution extending time of payment on roll......... Sept. 20, 
Public Improvement Resolution II ................06- Sept. 27, 
Public Improvement Resolution III .................. Oct. 18, 
Reviewing: assessment roll dle otha lotta cea ode cles Oct. 25, 


RIVERVIEW HEIGHTS—Curb ‘and. gutter, Maia to Isaat= 


1926 
1926 


1926 


1926 


Hngineen reports actual cost Si22s02 80.5 .da0s coke se! Mar. 15, 1926 i 
Assessment roll presented, actual cost .............6. Mar. 29, 1926 5 
Public Improvement Resolution V ...........00000000: Apr. 6, 1926 5 
ROAD SHOW— | a 
Mayor’s communication regarding 1926 Road Show, g 
Ban sae, od dn gtoWddun Hs coudsccys eusdvedl ds ae Jan. 11, 1926 g 
Resolution that Mayor appoint Road Show Committee..Jan. 11, 1926 S 
Resolution that City Engineer, S. P. W. and Supt. g 
garbage and committee attend Road Show........... Jan. 11, 1926 E 
ROBERTS LANE—Re-grade and gravel— > 
Assessnient roll presented, actual cost ..........eeeeeee Feb. 8, 1926 s 
Public Improvement Resolution I (Mt. Hope to Gordon) .Mar. 22, 1926 g 
Engineer presents estimated cost (Mt. Hope to Gordon) ..May 24, 1926 a 
engineer directed to construct.......02-.000 00080000 ea eg May 24, 1926 g 
Public Improvement Resolution II.................20005 May 24, 1926 = 
Assessment roll presented, estimate cost..............005 Oct. 4, 1926 2 
Public Improvement Resolution HI..............e ee eeee Oct. 11, 1926 2 
Revue va seesstnent Roll 6254.6, » oso» vidiv area ve a's eh Oct. 18, 1926 S 
as Public Improvement Resolution IV..........-eeeeeeeees Oct. 18, 1926 a 
yi d erie: Wis PROOIS ACHIR) COREL As cule chs as bu o'etel'ya Bede a0 Nov. 29, 1926 2 
ay Cit in re pcttAl CGSh > . dia noes O045 202 bene Dec. 6, 1926 6 
eve at ee 5 a Rae i 
R a) al SAGINAW STREET—Paving, Summit street to Pennsylvania avenue— 3 
: oe SES te Reales Cae at Oe aM Sameer Ne aeteaee §. parent cn Pr Oct. 4, 1926 5 
" Resolution directed Mayor to sign petition.............. Oct. 4, 1926 S 
SAGINAW STREET—Opening, from City Limits to Grand River— ty 
__——Resolution clerk to draw order $1,400, F. & D. Moyses..Aug. 23, 1926 s 
Deed received, T. W. Hacker and wife, $2,000.......... Sept. 20, 1926 io 
Clerk reports Hacker deed recorded.............-+.+4: Sept. 27, 1926 
Resolution to. release to County Road Commissioners....Sept. 27, 1926 
Resolution to purchase from Clyde Severance, $675....Oct. 11, 1926 
SAGINAW AND MARSHALL STREET—Opening— 
Clerk reports receipt of deed, lot 78.................005. Jan. 25, 1926 
Clerk notifies, lot 225, Foster Farm, sold for se 2 Oct. 11, 1926 
RESURFACE—Saginaw, Pine to Butler— 
Assessor presents assessment roll, actual cost............ Mar. 15, 1926 
1926 


Public Improvement Resolution V.............0.e cece Mar. 22, 


INDEX 79 
SAGINAW STREET—Widening, Logan to west City Limits— 
Engineer reports actual cost......... asiaei vibe hac te, ag Mar. 15, 1926 
Assessment roll presented, actual cost..........00.eeee0 Mar. 29, 1926 
Public Improvement Resolution V..... rang ss ST ETN CI Apr. 6, 1926 
SALARIES— 
Resolution to pay school policemen, holiday vacation...... Jan. 4, 1926 
Resolution to pay Fouts, salary while suspended......... Jan. 11, 1926 
Resolution to pay A. C. Witt, sdlary as/of  Jath ds ives ace Jan. 18, 1926 
Report of salary committee; tabled 1 week.............. Feb. 8, 1926 
Report of salary committee adopted............0000 eee: Feb. 15, 1926 
Police and Fire Board communicate re:. Fouts’ salary....Feb. 15, 1926 
Mayor recommends fixing of salaries, elective offices....Sept. 20, 1926 
Committee report recommending salaries as follows: 
(tabled) Justice, $3,600; Assessor, $2,100; Constable...Oct. 18, 1926 
Resolution to reconsider above action, and Resolution to 
fix salary of Assessor and constable as stated above....Oct. 18, 1926 
Resolution that salary of Justice of Peace be fixed at 
OU YORE Cows saa Od wade bagel eee temo ota Oct. 18, 1926 
Resolution to reconsider Justice of Peace salary resolution. Oct. 25, 1926 
Resolution to amend Resolution that salary of Juustice 
of Peace be $3,600 beginning with second Monday, 
EEN Valetta ee sie «04S Cee Ueiniin al cach bo as aeeetane Oct. 25, 1926 
Resolution that salary of Treasurer be $3,000, beginning 
with second Monday in January.............ceeeeees Oct. 25, 1926-—~ 
City Attorney to give opinion, Justice’s salary, etc....... Nov. 22, 1926 
Attorney gives opinion—legality of Justice’s salary...... Nov. 29, 1926 
Resolution making Justice’s salary, $3,600, beginning 
Secane: Monday. itt Fanuary «i igsccces o sicene ormedinan dees Nov. 29, 1926 
SAVOY COURT—Paving, etc.— 
Petition to pave and construct sidewalks...............6. Aug. 18, 1926 . 
R. Herrick asks signature, Lot 5, be removed.......... Aug. 23, 1926 
Protest to above petition received and referred.......... Aug. 23, 1926 
PubliesLmprevementResoltto9rV . eee eee Peto 1926. 
Pyblic..inprovement, Resoltition-V rn. cee ees never MA femndy- E926 
ROOSEVELT AVENUE—Cuorb and gutter, Willow street north— 
De EEE os Te REA LIOT 1 CREE CAS LSS CREED ae May 10, 1926 
Gommittce KEport ‘irasacietacidas <eanh ve we bees cite ae vite July 19, 1926 
Engineer presents estimate ................5. lav Gledaeves July 26, 1926 
inpiieer directed, to, COnstriiet sinc. i nese nda e cece eek July 26, 1926 
Public, Improvement Resolution [B..5 00... cc cued ie ca ces July 26, 1926 
Assessment roll presented, estimate coSt............0.005 Aug. 23, 1926 
Public Improvement Resolution III..................45. Aug. 30, 1926 
Reviewing Assessitient’ Tolk. . ..cijeceselenvelles cai oeeayeie Aug. 30, 1926 
Public Improvement Resolution TV..........cess eee eees Sept. 20, 1926 bet 
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RUNDLE AVENUE—Grade and gravel, Mt. Hope to Woodbine— 


Petition’ (Mt; ‘Idope to Gordon) .2s0525.3..66000.4 2 oe? 5, 
Committee report (Mt. Hope to Gordon).............. Mar. 22, | 
Public Improvement Resolution I (Mt. Hope to 

Gordon yh. eee aia whist oo. 004 sete e ete eee Dee ee tee Mar. 22, 
Petition (Woodbine to Gordon)... cssvesecccescdscsneus Apr. 6, 
Committee report (Woodbine to Gordon).............. Apr. 12, 


Public Improvement Resolution I (Woodbine to Gordon) .Apr. 12, 
S. P. W. directed to proceed—(Mt. Hope to Woodbine) ..Sept. 20, 
Public Improvement Resolution II (Mt. Hope to Wood- 

DING). 32.025. eae eid. adic SEIN She rer NOE Sree Saw ola Dec. 30, 


RUNDLE AVENUE—Gravel, Woodbine to Gordon— 


Petition (Woodbine to Gordon) ...........0ssceveeee Apr. 6, 

Committee report—( Woodbine to Gordon).............. Apr. 12, 

Public Improvement Resolution I (Woodbine to 
MM ote 5 Se aad ot Catt a Sadun cal ous EON oo ae bees Apr. 12, 


S. P. W. directed to proceed, (Mt. Hope to Woodbine) ..Sept. 20, 
Note: For further record of this Public Improvement, 
see ‘Rundle avenue, grade and gravel, Mt. Hope to 
Woodbine.” 


RUNDLE AVENUE—Grade and gravel, Mt. Hope to Gordon— 
Petition, (Mt. Hope to Gordon). .,. 66. ...ccscneecsecees Oct.” 5, 
Committee report (Mt, Hope to Gordon) ............. Mar. 22, 
Public Improvement Resolution I (Mt. Hope to Gordon). Mar. 22, 
Note: For further record of this public improvement, 


see “Rundle avenue, grade and gravel, Mt. Hope to 
Woodbine.” 


RUNDLE AVENUE—Curb and gutter, Woodbine to Gordon— 


NE ORIN hs oa Oe a henirss Veale cecennie dijeks claude ae arnt # ueran © ee Apr. 6, 
(SMININIVEERES VICOP OB te e.cla sexi: fora sacs «, 5. heads Sy eteatads es Roos a veaee ie Apr. 12, 
Public Improvement. Resolution 1, j.....:0<0.02%i> smyqesines Apr. 12, 


Note: For further information concerning this public 
improvement, see “Rundle avenue, curb and gutter, 
Woodbine to Mt. Hope.” 


RUNDLE AVENUE—Curb and gutter, Gordon to Mt. Hope— 


PePR AA Lach Ga Osda ass saz adeee Tel gL Mie Oct, 5; 
OINMtibe -FOBOTE Hoke ated: S MEG Re ead Mar. 22, 
Public Improvement Resolution I.................0008- Mar. 22, 


Note: For further information concerning this Public 
Improvement, see “Rundle ayenue, curb and gutter, 
Woodbine to Mt. Hope.” 


1925 
1926 
1926 


1926 
1926 
1926 


1925 
1926 
1926 
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Petition, (Woodbine to Gordon)......- eee Apr. 

Committee report, (Woodbine to Gordon)............... Apr. 

Public Improvement Resolution I (Woodbine to Gordon). Apr. 

PétitioniCMt. Hope to Gordon) vive cece c's oe de ce oh ema Oct. 

Committee report, (Mt. Hope to Gordon).............. Mar. 

poy ee port, ( pe 
SEALER OF WEIGHTS AND MEASURES— 

Aantal report, €. 7. Bundenthial i600. 253 v'swecces cones Jan. 

S. W. & M. authorized to purchase distillation equip- 
ment for Motor Fuel Ordinance: .c. <6 0i0 ce ccc oka ad oe July 


’ Resolution S. W. & M. attend convention at Saginaw....Aug. 


SEYMOUR AVENUE—Pavement, Saginaw to Franklin— 
Resolution regarding underground work, etc............. Nov. 


12, 


23, 


1926 
1926 
1926 
5, 1926 
1926 


1926 


1926 
1926 


1926 


SEYMOUR AVENUE—Paving, Franklin avenue to Seymour bridge— 


Public Improvement Resolution I]. ..... 4.2.0 c8.00ee000% Feb. 
wiaseasment rll, estitnated cost . ou. .5i.cnc vest onands Feb. 
Engineer reports actual cost...../.....0.000. th ovnete One ate Mar. 
Assessment roll presented, actual cost................005 Mar. 
Public Improvement Resolution IIT........6...00.ee00 . Mar. 
eviewing Assessment rolls... cise ceeen setae case ndg gas -epe 
Public Improvement Resolution IV..........0essseeeees Apr. 
Resolution to spread assessments, 5 payments............ Apr. 
J. S. Bennett presents roll, actual cost..............0000. May 
Public Improvement Resolution V..........ccceeeeeeee June 
Public Improvement Resolution 1V................00005 June 


SEWAGE DISPOSAL— _ 


Committee regarding filing plan of sewage disposal...... Jan. 
Resolution regarding definite plan of sewage disposal....Jan. 
$50,000 for sewage disposal placed in budget....... ee Apr. 
Engineer Eckert files copies of reports of department of 
Health, regarding sewage disposal ................3. Dec. 


SEWERS—Miscellaneous— 


Engineer presents estimate, Schmeichel, Lab, and Caldo.. Jan. 
Communication Capital National Bank regarding sewer 


tax, Jee Wortman Hstate. aagsc83.000 820. oly Beat cea . Jan, 
Mayor and Clerk to sign.sewer agreement, M. C. R. R...Jan. 
Committee Report Alonzo Wortman estate............... Jan. 


Communication regarding filing plan of sewage disposal... Jan. 

Committee report and Resolution regarding definite plan 
GSE WADE NCIS POSAD tite viele een alae slates 2 SB a eles ads Jan. 

Resolution to pay erron. sewer tax, Wortman Estate...... Jan. 


15, 
FS; 
15, 
22, 
29, 

6, 
4 
19, 
17, 

1, 
14, 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
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1926 
1926 


1926 


1926 


1926 
1926 
1926 
1926 


1926 
1926 
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Committee report on Krentel’s offer, E. Michigan avenue 


pewer stapled 1 weeks) 70) ied os oo do bonnes +4 dcacualaen tanh Feb. 1, 
Committee report above referred back to Sewer Com- 

mittee, 8th Ward Aldermen, and Special Sewer Com- ‘ 

HATCHES | sy easswa Sic 3 Cte ete ee rs. tLe, tac Aa Feb. 8, 
Committee report East Michigan avenue sewer, tabled 

Oi 5 ae Nan Me a area od cehiue Wea sive Educ a eile MERE a Feb. 23, 
City Attorney to restrain sewer connections Mich. avenue. Mar. 29, 
M. Ellis asks connection, E. Michigan sewer............ Mar. 29, 
Committee report not granting M. Ellis’ petition.......... Apr. 12, 
W. S. Robbins calls attention to sewer to serve streets 

running south from Plizabeth street... 0.1.5 6ss.0.e0ns May 3, 

’ Standard Real Estate Co. ask to build sewers Heather- 

ee Gt. A ee ne a nen? A. ey re Sept. 20, 
Committee recommend granting, supervision City En- 

MIP liga na bebidas obs ao eed Pande eV iests ies eee talk Sept. 4, 

SEWER PIPE AND CASTINGS— 

Clerk to advertise for bids, castings..............eeeeees May 10, 
Cleck’to advertise for bids, pipe... 00.06. ssseeseeceanss May 10, 
Woeniic: of H1Gs, Castings. es4...902050%0%5-5 te MR Ne May 1/7, 
Contract awarded Capital Casting Co...............005. May 17, 
Opening of bids, sewer pipe......... ere ae er May 17, 
Bids referred to Sewer Committec..........000ccceee es May 17, 
Committee recommend, Briggs Company, sewer pipe..... May 24, 
Res. awarding contract Briggs Company, sewer pipe. 

co FRM: | RCO AE catty” SERENE: Sa mre = May 24 and June 1, 


1926 


1926 


1926 
1926 
1926 
1926 


1926 


1926 


1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


SHEPARD, LESLIE AND REGENT—Sewer, P. M. R. R. to G, T. 


R. R— 
Assessment roll, estimated cost presented............ “ae ss Dept. 
. Public Improvement, Resolution [1]... ... 4.6 .sc0sse- enn Oct. 
Gating es OF. “APDEAIS = Sessile ait ites eRIE stapes isan Ge ore oo «sacs Oct. 
Public Improvement Resolution IV..........0ceeeeeeees Oct. 


27, 
4, 


1926 
1926 
1926 
1926 


SHIAWASSEE STREET—Curb and gutter, Jenison-Westmoreland— 


EG ven teussrk 5.4 « Fee fa aa de bo, 8 oe Whee eae ee ee May 
AT A EIIIE Nees «abcd okie S48 Rist roa kdl bietard «i eae: v wee May 
Public Improvement Resolution, 'L.. ¢.s1. 8d ¢.0 Ree F690 May 
Engineer directed to construct...,.. ou Rath opted aa ahd June 
Engineer presents estimated cost......... i ee OC Te June 
Public Improvement Resolution III.................005 June 
Special assessment roll presented..............00.0008 ,. Aug. 
Public Improvement Resolution III..............0.000e: Aug. 
eviemirig assessinelt TOMS 6/46 + 0.00.05 + 00.00, 0nes namin les Sept. 


Public Improvement Resolution IV..........6. eee e eee Sept. 


17, 


1926 
1926 
1926 
1926 
1926 


1926 | 


1926 
1926 
1926 
1926 
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SIDEWALKS— 

To refund $20.40 sidewalk tax, lot 7, block 12............ Jan. 18, 

S. S. Kresge Co. ask permission to build fence, in front 
of building, 116 S. Washington avenue............... Mar. 22, 
Petition to construct on Elizabeth street............... Mar. 29, 
Petition to construct on Clifford: street. i6.0. 64545 os 0's os Mar. 29, 
Petition to construct. oii Glenrosé 5.2 45.0 otic aeate Mar. 29, 
Wolverine Oil Co. ask change in sidewalk: grade........ Mar. 29, 
Petition for sidewalk on Manchester street.............. Apr. 6, 
J. A. & M Heyman claim sidewalk tax exemption........ Apr. 6, 


Committee report on Wolverine Oil Co. petition, tabled..Apr. 6, 
Committee report granting Wolverine Oil Co. petition....Apr. 12, 


Petition S. W. on Pennsylvania between Main and Hazel.Apr. 19, 
G. W. Campbell asks to use S. W., remodeling.......... Apr. 19, 
Committee report on S. W. on Glenrose.............0005 Apr. 19, 
Committee report Elizabeth street sidewalk.............. Apr. 19, 
Committee report Clifford street sidewalk............... Apr. 19, 
Resolution rescinding sidewalk resolution, Apr. 12....... Apr. 19, 
Petition for sidewalk on Tisdale, between Lyons and 

URE Sy CBWE r, “ates, <5 ste atd tarts SURO ay RO eam an Apr. 26, 
Committee report on Wolverine Oil Co. petition......... Apr. 26, 
Committee report on Pennsylvania avenue, Main to 

NE RAC SIGE Wall owtara eo giv ot va ta sioth rechetins.« « SER the anced One May 3, 
Committee report on Heyman claim for sidewalk tax....May 3, 
S. A. Haynes granted use of sidewalk remodeling........ May 3, 
Petition for sidewalk Saginaw, between Johnson and 

SERN O RACE LL ico swine canta 4 oid veleeead kas 4 eRe June 14, 
Petition for sidewalk Todd avenue, 1800 block.......... June 14, 
Petition for sidewalk Hapeman, Hyland to Willow...... June 21, 
Committee report on Tisdale avenue sidewalk............ June 21, 
E. C. Burden asks regarding sidewalk adjustment, 

Shenicdait ‘street is. rr oa. tiie. o eee tes Ad Ge el alsttheoeee June 28, 
Committee report on Todd avenue sidewalk petition...... June 28, 
Committee report on Hapeman street sidewalk petition....June 28, 
Permission granted to close in sidewalk 210 S. Wash....June 28, 
Petition, sidewalks, Poxson avenue, Logan to Marion..... July 7, 
Petition to raise sidewalk, South Cedar street............ July 7, 
Mr. Clay protests sidewalks, W. Allegan street.......... Fuly: 47; 
Resolution to build sidewalk, John: Meaghar’s coal office. ..July 12, 
Committee report on Poxson avenue sidewalk............ July 19, 
Resolution to construct sidewalk on Sheridan, contingent 

TOLL RAEN cacy stra uated a esc, PR MES Ge chek MRO RARE ted eas Tey ty ope oh July 19, 
Resolution M. C. R. R. construct sidewalks, both sides 

MSR ATRAVEMUG «0. v.5 die 0. rach cat MAREE OI © ody aes Sleons Aug. 18, 
Petition for sidewalk—Pacific avenue, M. C. R. R. to 

MGHMINE SHS SUNCIVISION .2 ued» ence anes mirage. Aug. 23, 


Petition for sidewalk between Cedar and Teel avenue....Aug. 30, 
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INDEX 


Petition for sidewalk, Hammond from Logan to Birch..Aug. 


Resolution M. C, R. R. place plank, in sidewalk rails 


Rea laimazZOONstreetscc-c ic heir asta att Chekoncutstl dG Gos ermuee ate eel Aug. 
Petition for sidewalk, Stirling avenue, Lenore to Poxson. Sept. 


Petition, William street, south side; West street and 


NAGE: BVEMIS yy weir te ed Fe he nas « ccdagnhs Sees teens (EE 
Communition F, L. Webb, regarding above petition...... Sept. 
Petition repair sidewalk North Cedar street............. Sept. 


Petition sidewalk, Gordon avenue from Logan to Beale. . Sept. 


Committee report on Hammond street—Logan to Birch 


SENCCUS Aceh ate WAM aL oche coisa nso orca «Gt CRE mee eels Sept. 


Committee report, Pacific avenue, M. C. R. R. to 


Morningside SUbGIVISION 4 oaeces Fetteie aeseaeasacwwes o « Sept. 
‘Committee report, William street sidewalk petition...... Sept. 
Committee report, Gordon, Logan to Beale............... Oct. 
E. A. Holden asks repair of sidewalk, referred.......... Oct. 
Eva Weidner protests against payment sidewalk tax...... Oct. 
Petition to build sidewalk on Mifflin street.............. Oct. 
Petition Frank Preuss to use sidewalk, carried.......... Nov. 
S. P. W. files statement, sidewalks built and repaired....Nov. 
C. N. Halsted asks to erect fence on street line.......... Nov. 
Resolution to charge certain sidewalk repair to con- : 

Rea eSB VITA «ic toush:dcs Ways, avin vse’ Shovels eu aNens ake one's sdpasienp Dobe tpuerate Nov. 
Dancer-Brogan permitted use of sidewalk, temporarily... Dec. 


G. E. Bauch gtven permission to erect marquee........... Dec. 


SMITH AVENUE—Grade and gravel, Delevan to Stirling— 


Assessment roll: estimated cost... 1.0.0.0 0045501005 ae deus Jan. 
Pubhe Improvement: Resolution TEL... .i01..6 cies ews se ee Jan. 
S. P. W. reports actual cost....... ike, REE e te ee Jan. 
Reviewing assessment roll........... | ee, ee eee een Jan. 
Resolution to return roll for correction...............00+ Feb. 
Public Improvement Resolution IV.............ceeecee8 Feb. 
Assessment roll presented, estimate coSt.............000: Aug. 
Public Improvement Resolution V.........00000cceesees Sept. 


SMITH AVENUE—Curb, gutter, gravel, Delevan to Stirling— 


Bngineer reports:actualcost..; «8. «2s. eee dn pee oe eee Mar. 
Assessment roll presented, actual cost..............000- Mar. 
Public Improvement Resolution V...........0++0.++.0%+ Apr. 


SMITH AVENUE—Grade and gravel, Stirling to Fletcher— 


MMMRAS Ps oe bie babe wap Wewe hte ss h fHe0% hiltin we 48 HPAES July 
mupee ‘improvement No. Dis iics. so. cede eee eased Aug. 
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ACE NEL ORI Co tg h tds Reis do OM BURA ed ly GoD bic detuaterahnrey URED A Aug. 
S. BP. -W.-directed: to: proceeds. fo... cee cece c ies wlelalelete Aug. 
PW reports octal Gast sk ceciectsceuts vewles Pes WS Nov. 
Engineer Eckert reports actual cost...........ceeeeceees Dec. 
Public Improvement Resolution II..........000cseeeeeus Dec. 


SOUTH GARDENS SUBDIVISION—Sewers— 


Assessment roll, estimate cost, 1926...........0cccceecuee Jan. 
Public: Improvement Resolution Tle. vs. is0s440s viseases Jan. 
Reviewing ‘Assessment Roll. uch sede sesne chad ee Cac, ole Jan. 
Public Improvement Resolution [V.... 2.0... 00sec ceeeess Feb. 


SOCIAL CENTER— 
S. P.W. directed to repair roof.:.s.....,6ce00: ee toad Sept. 


SOUTH STREET—Paving, Cedar street to M. C. R. R— 
Resolution that Mayor and Clerk sign petition.......... . Aug. 


SPRING AND BEECH STREET—Sewers 


Resolution that clerk advertise for bids..............04: June 
Construction of Sewers and Drains I.........0....s000: June 
Construction of Sewers and Drains II...........0ece000. June 
Gipeinteen OL w BIS etn ekaess oad: + beep l alt Adee ee July 
Contract awarded, Dennis & Doise.............00cee cere July, 
Resolution awarding contract rescinded...............005 July 
Contract awarded John Bray........ Pee July 19 and July 
Resolution to reject all bids and re-advertise..... US Odes lesen July 
MORES G0 SUS: 2% acadis +s ea wieen 64. Lees ve Koew «ee Aug. 
ARWATAMS , Of CONTAC. cracssalr east ved cht he Aug. 2 and Aug. 
Engineer presents plans and estimate.................4- Aug. 
Construction Sewers and Drains III..............2..005 Aug. 
Bstimared, cost roll presented. «5 cccisschca de Metsu eria B Dec. 


ST. JOSEPH STREET—Curb and gutter, Cedar to Beech— 


MIENTRAS * cd Parttus dda dacivr ts dees and Se ReR ON Ue eae twee Mar. 
Committee report ............. sages TEMS Povealts av okay heated Mar. 
Public Improvement Resolution 1... of. eects cee ees Mar. 
Engineer presents estimate cost...... Pit, Ae oh ee en ey ae May 
ugineer directed to: proceed 2 24sec oY L298 Saas thie lee we May 
Public Improvement Resolution IT. wi... bees cee eee ee May 
Asséssment roll presented, estimate cost................ Sept. 
Public Improvement Resolution IT{......)....0..... 0000. Sept. 
Hearing on Assessment roll...............65. discs cai dugt Oct. 
Public Improvement Resolution IV............. cece eee Oct. 
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INDEX 


EAST ST. JOSEPH STREET—Curb, Beech to M. C. R. R— 
PMIOUD & reeN Li A ha we. tele y+ 5.00 oak aot amie ae Apr. 
Gommnittee nepont «tere dees cieteie is ci, «socks Bee cee May 
Public Improvement Resolution I..............c.cce veces May 
Engineer reports estimate cost... .j066. 06024 se000s00e 00s May 
Engineer directed to proceed..........c0ecccccccccvscee May 
Public Improvement Resolution II..................005 May 
Assessment roll presented, estimate cost..............5- Sept. 
Public Improvement Resolution II]T................0000- Sept. 
Teoatmiy Ot, ASSESSMENT. TOM lis as ds seo ones Dia PHRE Oct. 
Public Improvement Resolution IV..............00ee cere Oct. 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
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1926 
1926 


EAST ST. JOSEPH STREET—Grade and gravel, Beech to M. C. R. R.— 


ST 


BP Sada. facie sa a eh «hoy Pada aad hae ebee ‘Apr. 
Public Improvement Resolution I...............00cecees June 
S. Pa AW, dinected: to, gravels. echo ice s0s ceeeee ensues Sept. 
S. P. W. reports actual cost...... ee ene rer rey eee Nov. 
City Engineer reports actual cost...........cceeeeeees Dec. 
Public Improvement Resolution II................00000% Dec. 
Assessor presents roll, estimate cost...........0.0.e00 ,- Dec. 
Public Improvement Resolution III......... ibe navéicgrtiar Dec. 
JOSEPH STREET—Sewer, west 1,000 feet, Everett— 

Ph atauedyile os «supeteed «ge Obed yd a Be ees ae eee May 
Resolution for clerk to advertise for bids............... May 
Construction of Sewers and Drains I................000% May 
re THEE. otc, aad vee 4 pa 400 ON SPE Ere aatee siewe June 
Engineer presents plans and estimate.................55 June 
PERCHES! INOS, onda isc ehiee twhies Dido danulsgweckalges June 
Contract awarded. E. J. NovC@ ess 6 ood s vee als June 1 and June 
Construction of Sewers and Drains II................... June 
PMS Tee 2h CACO lSy kSe's ho ada alot wkeee dee mane Ooweeds June 
Construction of Sewers and Drains III.................June 
eeaseceitent ll’. presented « « éeedcu <6 Gs tc AG daks vem Oct. 
Public Improvement Resolution TIT: ...........cc0 scence Oct. 
Réviewing assessment roll... ins. ees da see sde slow de’ has Me Oct. 
Public Improvement Resolution IV.............00.0e00 Oct. 


STIRLING AVENUE—Curb and gutter, Sparrow to Barnes— 


MR CTIRIOINE apne ieee eye aie ogee 4d, Riratedh a. sr svapeile «atin Ute Rie eel es Stave heads July 
(Gornmitttee: eno ists ic oh iteks is, axhee «veh neem okey ois atbnueient aeDoee July 
Public Mimprovement Resolution: dc s..25'nsntscsacwapueiw July 
Engineer presents plans and estimate................000- July 
Publesimprovement Resolistion D1)... 63.4 «sisa.g apres seus sie July 
Engineer directed to CONSERUCh. 5. 4.0:6 0.4: cine dle leis gcse siptepeyers July 
Assessment roll presented, estimate cost............... ~ ADC 
Public Improvement Resolution III..................... Oct. 
Reviewing Assessment FONG i).'ei o'. sided o's.» opene Salas ++ eke 


Public: Improvement Resolution IV..............0000000- Oct. 
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STIRLING AVENUE—Curb, gutter, gravel, Barnes-Mt. Hope— 


STIRLING AVENUE—Curb and gutter, Mt. Hope to Cooper— 


Engineer reports..actual: cost: .25 3.60.6 8b 1 ddl ac sa nea ce Mar. 
nh Ath Soll presented, actiial Costes: oc odeses sve Mar. 
ublic Improvement Resolution V...........ccceeeeeees Apr. 


ye} 


STIRLING AVENUE—Grade and gravel, Mt. Hope to Cooper 


STIRLING AVENUE—Grade and gravel, Sparrow, Barnes— 


Supt. Pub. Works directed to proceed.............000005 May 
Supt. Pub. Works reports actual cost..... dvaatiadds tug Nov. 
Cry Hugineer- reports actual’ cost.) odes ceditenals Dec. 
Public Improvement Resolution II................0 0000s Dec. 
Estimated * cost: roll presented. 0. cee a ccuretetter cater ste hah rei Dec. 
STREETS— 
Resolution to fence off Fayette street from river......... Jan. 
Alderman Potter asked to be removed from street com- 
BVIEEECES fe CoA eat eTRE ST AEE Rok h sa PRESS a oa see iece Jan. 
Resolution W. & L. E. remove poles from certain streets. Feb. 
S. P. W. directed to placard Grand River avenue....:...Feb. 


Engineer directed to report proportionate street mileage 


Permission granted F. H. Thoman to build marquise at 


313-317 South Washington avenue... ........0.. 0d0 eu Feb. 
Street committee re-arranged................. Pree aies Va Feb. 
Engineer submits mileage streets percentage of paving....Feb. 
Resolution to close Cowles street to Lansing Drop Forge. Feb. 
Petition to vacate Shelby street......... 28 oy al os Mar. 


: Engineer reports estimate cost.............ccecceceeeess May 
Engineer directed to proceed......... se HAS aE woe eae EE oe May 
| MARCO SECOIOLE: Silas dey Pattee Se he Pell Vas atlewadanes aad May 
) Engineer directed to construct..........cesceceeeuceuces May 
| Public Improvement Resolution I.........0 0.00.00 e deen May 
Public Improvement Resolution TD. ..... cscs e cree neds June 
| Assessment roll presented, estimate cost.......... g tesa Oett 
Public Improvement Resolution III.................e00: Oct. 
\ S. Pw reports actual Costs cis wash: sets ded een Nov. 


Assessment roll, estimated cost, presented.............+. Jan. 
Public Improvement Resolution III............00.000000- Jan. 
mon Wy. feports actual cost... 0... a ae Jan. 
Reviewing assessment rolls. ...o......00.ccceceseevee san Jan. 
Resolution to return roll for correction...........0...005 Feb. 
Public Improvement Resolution IV.............. 00000 Feb. 
Assessment roll presented, estimate cost............ AY Aug. 
Public Improvement Resolution V................e00008 Sept. 


BCE pAvite: ti CAC WANG Fc iic cee cae ecaare cele eo albleieara arte Feb. 
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INDEX 
Clerk reports notice of sale of land at tax sale used as 

Regent and. Pleasant ‘streets... .. 26. cea bad tenes bres Mar. 8, 1926 
S. S. Kresge Co. ask to build fence, 116 S. Washington. .Mar. 22, 1926 
Committee report disallowing above petition............ Mar. 22, 1926 
Lansing Real Estate Board ask to use Jenison street..... Mar. 22, 1926 
McKee Lumber Co. ask permission to cross McKim and } 

Kenwood avenue with sidetrack,...............0005: Mar. 29, 1936 
Engineer submits petition to cut Michigan avenue pave- 

PR ME, cg Wulhy Du. aes antes Ae hss bia steer sas BEARERS Mar. 29, 1926 
Committee report on use of Jenison street.............. Mar. 29, 1926 
Resolution to place loading blocks, three streets.......... Mar. 29, 1926 
J. W. Bailey Co. ask crosswalks, signs, Westlawn addi- 

RAO ee oy oe ciet dos Sse PRATT: ale ics cus 6 eae Mave Me Mar. 29, 1926 
Wolverine Oil Co. asks change in grade, Mich. and 

ian sir eet id dina ewe domed vei ule baile Mar. 29/ 1926. 
Committee report on Wolverine Oil Co. tabled........... Apr. 6) 1926 
Committee report granting Wolverine Oil Co. petition....Apr. a 1926 
‘G. W. Campbell asks use of sidewalk for remodeling..... Apr. ie 1926 
City Engineer submits request to cut Saginaw pavement..Apr. 49, 1926 
City Engineer submits request to cut E. Mich. pavement..Apr./ 19, 1926 
Committee report on 3 new loading blocks, M. E. R...... Apr. 19, 1926 
Resolution that City Engineer build 3 loading blocks, 

Michieaneelectric Railroad). ...ci psyches acls Gare seems Apr. 19, 1926° 
F, E. Church asks understanding regarding Maplewood 

Ah CIUICMMEEET Scie s St Pescee De wT, bia on ve ae ee omelet at Apr. 26, 1926 
Committee report on Wolverine Oil Co. petition.......... Apr. 26, 1926 
Resolution to place $40,000-$75,000, paving, in budget, 

a ee en eee AM na ks ie? Wek ed oil Apr. 26, 1926 
Resolution to cross Pine with side track, West Side 

Ber, x oes cadet NB, ds Apghne se cot ame nd Peres Apr. 26, 1926 
City Engineer presents request to cut Center street pave- 

MITC TEGMEE. eax esl god ce & eheiaeopetenaden vey sie Lei cata os MERGE Apr. 26, 1926 
S. A. Haynes granted use of 221-3 S. Wash. avenue...... May 3, 1926 
City Engineer presents request to excavate, E. Main 

AR es ks id he Swe Lng i se Od) wena ae Oe CoS S May 3, 1926 
Grocers & Meat Dealers ask use of Jenison avenue for 

“Better Food Show;” request granted................. May 3, 1926 
City Attorney to take steps to open Maplewood avenue....May 10, 1926 
City Engineer presents request to cut paving, Y. W. 

oS RN a 2 eg eg vk aes nd ee WOES Les eee May 10, 1926 
Engineer to make grade separation estimate.............. May 10, 1926 
F. Bettinger asks opening Horton avenue................ May 17, 1926 
Gibson-Sargeant ask to place fire connection service to 

their property, Shiawassee street.............0eeeeeees May 24, 1926 
Mayor calls attention widening, Kalamazoo street, River 

street, Washtenaw street .55...6.6.0...m nee (Gane May 24, 1926 
Mayor calls attention completion opening Saginaw........ May 24, 1926 
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Gross Bros. ask to install tank, Seymour avenue......... May 24, 
Resolution regarding removal of gas station, North 
earéhs street | hae ae ot RD eS Bose icy ain ee 8 June 1, 
S. P. W. to place stop signs, Logan street, et al.......... June 1, 
Plain, clothes: men to patrol’ streets: 0). 0. as. ees deed. June 1, 
E. C. Burden asks street adjustments before approval of 
Cormore Sabirvistor |... Thal ei dbs lS Poe cz ideale June 7, 
V. of F. W. ask to advertise in streets.............0.05. June 21, 
Petition to name alley, O. F. Barnes subdivision, Leonard 
RE CAN a ce ses fy 9% os Mea, Bad Ahan A, oe ee baw al June 7, 
Commi Feport, tiaming -lveonard: counts. 0. ene ss . June 21, 
Resolution to name alley, Leonard Court, referred...... June 28, 
City Engineer calls attention trees, Kingsley court...... June 14, 
Resolution to remove trees, Kingsley court, tabled....... June 21, 


Remonstrance and hearing, re. widening Kingsley court... June 28, 
Resolution lost, Mayor appoint committee re. widening 


Armerey “OMY Be kg 5 Pde cide oes he LOA eee aS June 28, 
Resolution to table Resolution re. 18 ft. roadway, lost....June 28, 
Resolution to make Kingsley court 18 ft. adopted........ June 28, 
Reo and M. C. ask to install tramway‘over Cedar........ June 28, 
Petition to close in walk 210-12 South Washington...... June 28, 
City Engineer to build loading platform, Wash. and 

RT 8 Eda ny ey ain wplalice actin Pes © x Lee a CRN June 28, 
Protest received against Kingsley court widening......... July 7, 
Protest received against Kingsley court widening........ July 12, 
Consumers Power ask to cut Kalamazoo street paving....July 12, 
Resolution to build sidewalk to J. Meaghar’s coal office...July 12, 
Resolution to widen Barnes avenue paving.............. July 12, 
Resolution to repair corner Pine and Willow streets..... July 12, 


Committee report on Reo cutting Cedar street pavement..July 17, 
S. P. W. directed to scarify Willow, Comfort, Glenrose 


DUG MCU WOOGSITCE(SS. 4.5.05 Ace ayaa, bases ave asennad July 19, 
Telephone Company ordered to remove poles, Grand 

AESSISy ATM ey ANODE elec, GeRl g te IOP Ae. deo cpoud geet odes tana Slo. oes July 19, 
M. E. R. to complete repairs, Baker street tracks........ July 19, 
Re. Consumers Power crossing Roosevelt and Knollwood. July 26, 
Mayor and Clerk to correct erron. deed, May street...... July 26, 
May street deed received from L. W. Mills, et al........ July 26, 
Resolution to put pipe in gutter line, lot 3, block 199..... Aug. 9, 
B. S. Gier communication regarding removal of traffic 

a Ga eee eer a ee aac as Se eet id Aug. 9, 


Resolution to remove traffic tower, committee, etc........Aug. 9, 
Mayor appoints committee regarding removal of traffic 


COMME doses Met ehe e+ ols vicle's, DORN EMER cons doa eae Aug. 9, 
Chief to mark Mich, and Capitol for angle parking......Aug. 30, 
S. P. W. to place several streets in good condition....... Aug. 30, 
Reliable Furniture Co. ask parking privileges........... Aug. 23, 
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Bailey Real Estate Co. offer lot, 105, Westmoreland, for 
SIPC RIMINI RENIN ete, ws sas a> chal comets Sept 

All public utilities to apply for permits for excavating. ..Sept. 

W. & M. committee recommend no more streets be 
graveled after present fund is exhausted. Tabled, and 


thetiadopted: S.A uveinatts «cacti tye eee aon eu Sept. 
Resolution and Committee report to remove curb for 
‘Reliable (Musniture (Co; yas, « dor aeuimare aes cia alle Sept. 


Petition for traffic signal, Kalamazoo and Washington. .. Sept. 
Resolution to release pect street to Co. Road Com- 


ER COE OG td. os hes tke bo 16 ee scale ho aa hee OLED Sept 
S. P. W. calls attention to lack of calcium chloride...... Sept 
Reniger Construction Co, ask use of sidewalk 216-218 S. 

Wd BIDS tO MAVEIUIS A peace, oiass-iaie do 6 neuer tem wae Oct. 
W. & L. E. ask to excavate, Center street............... Oct. 
Consumers Power ask to excavate, several streets........ Oct. 
Resolution modifying Public Utilities resolution of 

NCA ink. bd Posi: (Rak ahoea dex wanna tah oMewnhb ahs asae Ost. 
Consumers Power Ch, ask to enter Holmes street, 

Ra R HO ch). a waarde.« apd hae ab cou oe eas wae Oct. 
C. N. Halstead asks to place fence to street line......... Nov. 
Engineer to suggest changing duplicate street names, — 

ee Soe dp bn 18h OY A op mame Ree Le ee eto eee Nov. 
Mayor to appoint committee to confer East Lansing 

HEP ATMIN GS AStHe by MAIMIES «. ciijsieaie rs Witieb i vue: sne.a » ara Sdec.olets ers Nov. 
Consumers Power Co. to install gas, 910 Max avenue....Nov. 
Resolution, Engineer to stake out East street............ Dec. 
J. I. Case asks permission to move machinery............ Dec. 
J. Bohnet asks regarding width of parking, etc., when 

paving Ottawa street, St. Ry. tracks................. Dec. 
Petition to close 700 and 800 blocks, Walnut, granted....Dec. 
Engineer presents survey of East street..............05: Dec. 


STREET CLOSINGS— 


M. R. Drive, sidewalk, temporarily for coasting..........Jan. 
Resolution to close Cowles street to Lansing, Drop 

OE) tas AN. BC heel MAE ee Shree Sale Macon eee Feb. 
Petition ito. vacate Shelby. streetis,< 2.30. 1..lamewies's he weleete Mar. 
Committee’ report, :disallowing ic) .ciuaced asap deka as Mar. 
Resolution to refer above thee Ge on streets 

and 6th Ward Aldermen... o/”0h... ONAN re oe gh Mar 
R. H. Scott and wife ask street clofing, Ann Barnes 

Subdivisionbics eas abaec sels ness Shag eo 4 atefoeeye eels ... May 
Bd. Ed. ask street closings, etc, Ann Barnes Subdivision. May 
Committee report on above closing of Ann Street........ June 


Deed to alley received from R. H. Scott re: Ann street. . July 
Petition to close 700 and 800 blocks, Walnut, for sliding. . Dec. 
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STREET OPENINGS— 


Gomnitttee Reports ag. ote. oe Re alld aa, oF oh ee Mar. 22, 1926 
F. E. Church, re: opening Maplewood avenue............ Apr. 26, 1926 
City Attorney to legally. open Maplewood avenue........ .May 10, 1926 
| F. Bettinger asks opening Horton avenue................ May 17, 1926 


Resolution Comptroller balance acct. 12 street openings...May 17, 1926 
Resolution to table above, lost, refer to Aldermen, 


NOSEMOOEs secre Aedes 2 ads Be 5, Pu MAN crite EMC eae May 17, 1926 
Originabiresolutionveartieds.:cy get seus. wdideaad eee. Wd May 17, 1926 
Bailey Real Estate Co. offer Lot 105, Westmoreland, 

$1,600 PUTO EADIE os caatine OF ccidie de SER aOR Sept. 20, 1926 


For /further information relative to street openings, see 
special cards filed alphabetically. 
Elizabeth street extension, 
Orchard and Saginaw street opening, 
Oakland avenue opening, 
Raider street opening, 
Harton street opening, 
Maplewood avenue, opening, 
Greenwood avenue extension, 
Indiana avenue extension, 
Pacific avenue opening, 
Tisdale avenue opening, 
Moores River Drive, Moores Park to Elm............ Mar. 15, 1926 
Greenlawn avetue, deed. ic... ccc ck ccc ceeensckanes June 1, 1926 
Saginaw and Marshall street openings, 
Saginaw from city limits to Grand River. 


| STREET RAILWAY— 
Resolution regarding bus, School for Blind, M. S. C. 
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ESMRITER sw. Gee Gblemaiid th womeullsa da daqntdhs od Cy Sen eeels ie Jan. 4, 1926 
Resolution: to place loading blocks, 3 places referred..... Mar. 29, 1926 
Committee report on placing above loading blocks........Apr. 19, 1926 
Resolution that City Engineer construct above 3 load- ; 
MERON m5 sls. 0s Laas, aon e416 ee ee oa ge KG ewe a Apr. 19, 1926 
Resolution that Mayor confer with M. E. R. regarding . 
WAEESSES Stas Se ON aR Oe ioe «aes jae. aerate haat a es apiece < Apr. 19, 1926 . ) 
Petition that street cars. be heated... '.06 sce ban teens May 3, 1926 
Resolution M. E. R. to complete repairs, Baker street 
ON I tae tas des ten hed abc vec to -sdleediclapesp time July 19, 1926 
Resolution M. E. R. transfer tracks to Lansing Co. on 
Saginaw street, west of Cedar Street............. ne oa NOML. Oy knee 
Petition to extend Walnut and Willow bus service....... Dec. 20, 1926 
Resolution re: Street railway to desist from 10c bus fare..Dec. 30, 1926 
SUMMONSES— 
Ranney Estate committee authorize Mayor to summon 
Special counew Meeting 0 Gis A ak ee lee Mar. 31, 1926 
Mayor summons special session............0.0e ee eeeeees Apr.) 1, 9926 


ee ee ate 
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- SUPERINTENDENT OF PUBLIC WORKS— 


INDEX 


® 


Directed to place fence between Fayette street and river...Jan. 4, 


Directed to place stop signs, Cedar and Mt. Hope........ Feb. 8, 
Directed to placard Grand River avenue................ Feb. -8, 
To repair drinking fountain, Michigan and Fairview..... May 10, 
To remove gas station, North Larch street.............. June 1, 
Toplace step signs, Logan et: als oo. 0s0+55 000 voc00 veined June 1, 
To put in condition Saginaw and Hall street dumps...... June 14, 
To place man on Saginaw and Hall street dumps........ June 14, 
Directed to repair Pine and Willow streets.............. July 12, 
S. P. W. directed to scarify Willow, Comfort, Glenrose 

ANGE RE UWOOMMSETECES: fms. 5 deans aicb ps oss Sue ea eens July 19, 
S. P. W. directed to fill ditch, lot 17, block 23........... Aug. 18, 
S. P. W. asks re: calcium chloride supply............... Sept. 7, 
S. P. W. notifies re: calcium chloride supply............ Sept. 20, 
S. P. W. directed to order car, calcium chloride.........Sept. 20, 
S. P. W. directed to repair roof, Social Center........... Oct. 27, 
S. P. W. reports sidewalks built and repaired............ Nov. 8, 
S. P. W. presents actual cost grade and gravel certain 

SEMECES! alse curinautteas aieledabiaur oom, Lekignda A arbea eter tioce eae Dec. 20, 

SUPERVISORS— 

Resolution re: appointment of 2 to fill quota............. Feb. 15, 
Mayor appoints Christie, Troyer, supervisors............ Feb. 15, 


SEWER IN SYCAMORE—Kalamazoo to Lenawee ee 
4, 


enstruction of Sewers and Drains III............ Feb. 23, 
Assessment roll presented, estimate on 12-in. seweri/.... Mar. 29, 
Public Improvement Resolution III..................... Apr. 6, 
Reviewing Assessment roll............ RAE jc tua Ores Apr. 19, 
Public Improvement Resolution IV...............-+205- June 7, 
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1926 


1926 


1926 
1926 


1926 
1926 
1926 
1926 
1926 


TAFT STREET—Sewer, Clark street east from lot 314 Capitol Heights— 


Be tition «as tas seat ae oats cj SS outne a Awan ta iwk Aug. 18, 
LER PeNOT EES 2.5 Sak aida ss dead ha tei Ges Sept. 20, 
TAXES— 


Resolution to refund 

$5.00 to F. McKim, erron. scavenger tax.............0005 Jan. 4, 
$10.00 on sidewalk tax, s. 1-4 lot 6, n. 1-2 lot 7 block 179..Jan. 4, 
$4.13, Capitol avenue paving and re-assess to s 31-2 feet 


mt ars By ek Ay ile Bad el ea ak cos cee wwe’ ogo ih 
$5.00 erron. scavenger tax, Edward Grove.............4. Jan. 11, 
Communication regarding sewer tax, A. Wortman prop- 

OME al ois.+ archers aap eitad bie 2s wat Dike, es eee Jan. 18, 


Board of Education refuses deduction on uncollected 
school taxes, $21,876.35, 1917--1924..........cccee eee Jan. 18, 


1926 
1926 
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Resolution to refund, $20.40, erron. sidewalk tax......... Jan. 18, 
Resolution to extend tax paying period, tabled........... Jan. 18, 
County Treasurer addresses council regarding taxes..... Jan. 18, 
Resolution to refer returned taxes, etc., to Mayor and 

Cite Camptrolak ait ccn pie elo. Lae gone See Ti aeaheds Jan. 18, 
Committee report and resolution regarding payment of 

Wvicm tthe tae yet os Fo seo eatin a ens eo ee oy ee pat ZS, 
Resolution that treasurer collect personal taxes.......... Jan. 25, 
Resolution to refund, $35.22, lots 10 and 11 block 6 

Fiandy. obrome:. Additiont sc. 34 scaly o's bene reens cine ars Jan...25, 
Resolution refund, $20.59, lot 55, Oldsdale subdivision....Jan. 25, 
Resolution to remit 4 per cent penalty until Feb. 28...... Jan. 25, 
C. C. Richardson asks $21 refund Scavenger tax........ Feb. 1, 
Auditor General tax, $23,288.28, 1-4 ending June 30...... Feb. 1, 
Committee report on Richardson $21 refund, denying....Feb. 8, 
Committee report on uncollected school tax.............. Feb. 8, 
Auditor General tax, $20,430.54, 1-4 ending Sept. 30..... Feb. 15, 


Auditor General tax, $10,925.02, 1-4 ending Dec. 31, 1925..Feb. 23, 
Resolution to refund $48.62, erron. sidewalk, W. S. Rob- 


Btirsmaryrcen as attatel te Catt ots acthan dh o atta ate acre aes, eters Feb. 23, 
Resolution to re-issue check No. 5704 to Lillian Hosier...Feb. 23, 
Resolution to correct erroneously spread tax, $80.14..... Mar. 1, 
Resolution to correct by check, tax, P. G. Hopkins...... Mar. 1, 
Resolution to correct by check, tax, J. W. Tracy........ Mar. 1, 
Resolution to remit and re-assess, $80.14, Johns Sub- 

RED AMIS Mati icin sn ch gh htt ign ie ete aes ane alee eis Wording en Mar. 8, 
J. L. Leighton calls attention, tax interest in street 

ACRE oer at on) hore ah, pete tees « Pednatiacteean Mar. 22, 
Committee recommend payment of tax against Handy 

UGMUEIRE tighas c.094.3 Shatner eee cave Mats averted od Oe ee Mar. 22, 
Resolution to pay tax, Handy Home Addition, Lots 11 

RM 8, cae in a Balewin Ada aed Made weoee ee Mla Mar. 22, 
J. A. and M. Heyman claim sidewalk tax exemption...... Apr. 6, 
Resolution to pay taxes, Mrs. I. D. Madison............ Apr. 12, 
Delinquent taxes referred to City Affairs committee..... Apr. 19, 
Resolution to pay taxes, Ella Inghram, referred......... Apr. 12, 
Committee report on Mrs. Inghram’s taxes.............. Apr. 26, 
Resolution to remit $26.50 sewer tax, left off roll........ Apr. 19, 
Resolution to pay taxes, Mrs. Inghram...............5. Apr. 26, 
Committee report on Haymen tax claim.................. May 3, 
Resolution to remit $9.35, E. P. Clifford, erron. side- 

walle. .....% OD Mi Penrdeae, MO oe ON ca EE sy, UNS a ee ee ee May 3, 
Resolution to remit J. Buchner, tax, $35.39, etc......... \p. Mayr te, 
Notice of receipt of delinquent taxes, 1 quarter.......... May 1/7, 
Notice of sale of Middle street, taxes................0.. May 17, 
F. L. Wes8els asks adjustment, personal tax............. May 24, 
Glerk to pay tax, $74.47, block 71, lot Do... cee cae es May 24, 
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INDEX 

Clerk? to) pay/tax, S83:72, blocks se ders 4... ay daw. Haas May 
Resolution regarding paving tax, post office property....June 
City. Attorney gives opinion, Mrs. Nipp’s taxes.......... June 
Mayor submits correspondence, M. E. R. taxes.......... June 
Treasurer submits list unpaid personal taxes............ June 2 
County Treasurer submits delinquent tax collection...... July 
Clerk notifies of tax sale of Leslie street................ July 
Committee report on Mrs. Nipp’s tax claim.............. Aug. 
Clerk notifies of ‘acquirement of tax title, s. 10 feet, 

w. 4 rods., lot 8, block 184, Maxon court..........000: Aug. 
County Treasurer presents statement of delinquent taxes, 

PaicdiCity: , We reasuTel Ae abled dnctwescsee ss acnee ad ... Aug. 
Notice of delinquent taxes collected by County Treas-- 

AGEL OM oye, SAN aR BURN a A AN os Re, Mend ct cick ll cpu Aug. 
Clerk to draw order, $36.60, lot 4, block 13, Park Heights 

Susdivision, Mrs. -G. F. Kiawittef...:3 00. cake ee sos Aug. 
Clerk to draw order, $21.96, Edgerton, referred........ Aug. 
County Treasurer gives notice of payment of delinquent 

PAA, SEARS 5 Fe ae ee Lh Ae Gt A ue Se Le Fohiny Petet Aug, 
Library money to City Treasurer............ccceccesees Aug. 
Clerk to draw order, $4.93, E. L. Holland, referred to 

ire COMICS Ca a Ph a Be a da Kae SOE wae Se eae ee Aug. 
Resolution Treasurer to extend tax paying period, 1 mo.. Sept. 
Resolution to pay 1-2 Lena Edgerton’s tax, $21.96...... Sept. 
Committee report on above L. Edgerton’s tax........... Sept. 
Committee report and resolution to pay tax on lot 12, 

block 2, $75.40 to Auditor General’...............+0. Sept. 
Resolution to pay erroneous scavenger tax, L. Robinson. . Sept. 
Resolution to refund to VanDervoort Hardware Co.....Sept. 
Resolution to refund to City Treasurer $31.72, lot 5 

Te OR A, Nic RR pike 3s Siig whe d dia wah Rie Sept. 
Resolution to refund to M. Green, $22.83, interest....... Sept. 
Resolution to remit taxes, 801 Clark street, W. E. Bailey. .Oct. 
Resolution clerk draw order, $4.88, J. K. Leavitt........ +, Oct. 


Resolution rescinding IV & V Jenison street paving tax...Oct. 
Dean Adams asks penalty be waived, grade and gravel tax. Oct. 
Resolution to remit and re-assess house connections, $90. .Oct. 


T. Rogers Lyons asks regarding collecting personal taxes. Oct. 
City Clerk notifies, Middle street sold for taxes.......... Oct. 
Mrs. Klabunde and Mrs. Koehler protest, curb and gut- 

ROT TAR. Te edee hee ret iease ee pied 4k bs slasa oe aes apn ay ete ene tus Nov. 
Committee appointed to investigate taxes returned per 

Gent: rons sdeseniptonsy oo He necs oh olson Sh ve eae ares Nov. 
Committee appointed to investigate, taxes returned wrong 

MORCIINTIONS Meee cartons sale oad ciecatecs bea het Ls Me One ceee Nov. 
City Clerk to draw order, Frank Clerk...............! °, Nov. 


Committee disallow J. K. Leavitt claim for taxes....... Nov. 
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Comptroller notifies filing of tax bond.............4- ..Nov. 
County Treasurer files notice of payment delinquent 

| tam, SCCM Quartés . Oia. te tions ads CGR Nov. 
Sidewalk committee refer Weidner eee sidewalk tax, 

| secand ward AMermeii ss Eos sca dn Pos Ta eels ces Nov. 
Attorney’s report on A. Dean Adams’ communication....Nov. 
Mayor reports error in apportionment by Ingham County 


OCIme tl GH [SRAIRE WINGS fo 5 Puce cus dacs 2 ok hed eeinn 3 eee -, Nov. 

| Notice of delinquent tax deposit, Sept. 30................ Dec. 
Resolution to remit taxes, Emily Barnard, referred...... Dec. 

Resolution Attorney given opinion, collection personal tax. Dec. 

| Attorney’s opinion, regarding personal tax collection...... Dec. 


Resolution to remit taxes, Mrs. Jessie Walton, referred. . Dec. ° 


R. W. Cooper, president Board of Education, asks re- 
garding payment school and 1 mill tax, delinquent 
Sire ISLS, io oss aaeaido vane Oe ria edie oad e eee vis oe Dec. 


Remission of $5.00 scavenger tax, lot 284, Capitol Heights. Dec. 
f e 
TAXICABS— 

C. A. Ferguson asks to be released from Sturgis Cab Co..July 

Committee report, no right to release............. Pee Aug. 

Resolution only two cabs of one company permitted on 
GUGM tes SAINTE CETRIE «ey d's qa cco-at&he ovekbs 0's: ctadncibrecoa aemeerines Aug. 

Mr. Mackey of Mackey Cab Co. addresses council re- 
garding taxicab proposition...... Be. 3ao do Gena ertaar Meee Aug. 

Chief recommends taxicab stands, referred.............. Aug. 

Vote on above report reconsidered..........0ccceeeeeees Aug, 

Resolution that Chief’s recommendation be concurred in 

Casey Cab Co ask designation “Cab Stand”............5. Oct. 


Resolution granting space, two cabsS...........seeceeeeeee Oct. 


TAYLOR’S RIVERVIEW PLAT NO. 1—Sewer— 


Bigineer. presents ‘actial COst 2. cred wets decjee sole ter dees Dec. 
Assessors directed to correct to actual cost.............. Dec. 


TEEL AVENUE—Grade, gravel, curb, Rockford-Greenlawn— 


GUL EL OU. Vth cen ie Chavall baba ha tomate Cte A aoie ten et watt ot Oct. 
G@cramnetee KOPOtak: eaten. ee has a ted Net wonati« > hava dalek Oct. 
Supt. and Engineer instructed to proceed............000: Oct. 


TEEL AVENUE—Curb and Gutter, Rockford road-Greenlawn— 


Petition—See petition to grade, gravel and curb.......... Oct. 
SGI LLCS ODED aR oo lak Ue adll te bs ee 9B d Oct. 
Pngineer, mstaucted,: toi proceed 245 2h edd. ee oaks ee ha he Oct. 
Bablie improvement ,Resolition. 1) iis... uveeieas fiewls ees Oct. 
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96 INDEX 


TELEPHONES AND TELEPHONE COMPANIES— 


Invitation to visit, office and plant................ 000 eee Jan, 235; 
Notice of telephone hearing before public utility com- 
TSO GA, oa el titnas dita coe a eee tied Un Letewate wl July 19, 


Telephone Company to remove‘poles, Grand River avenue. July 19, 
City Attorney to act regarding removal of poles, Grand 
PAE? AVE Silos Bhs cols Uo is #Ceigdec tends cee Nov. 29, 


Engineer reports. Gctisal GSE. 0/5 oss a codnveesacceeeess Mar. 15, 
Assessment roll presented, actual cost.............e0005 Mar. 22, 
Public Improvement Resolution V...........u00ceeseess Mar. 29, 


TISDALE STREET—Sewer, Garfield to Lyons— 


Reviewmw? asseseiment: TOs os. isis bees aves voaee eee sss Jan. 4, 
Reviewing assessment roll................. ptiae WS aaa aR Jan. 11, 
Public Improvement Resolution IV...................0- Jan. 18, 


TISDALE AVENUE—Curb, gutter, gravel, Lyons to M. C. R. R— 


Petition (curb, gutter and gravel)... ..c.sceeneecdaesd June 21, 
RES PETE | Fas vs ead Ses pe cand cos we caweaeaeeeene July 7, 
‘Public Improvement Resolution I............ 0.0002 ce eee July 7, 
Engineer presents plans, estimate...........0..eeccseees July 26, 
Public Improvement’ Resolution IT.................00000+ July 26, 
Pngeer directed to Construtti..cc. sec cee eednaseess July 26, 
Assessment roll presented, estimate cost...........00.000: Oct. 4, 
Reviewingeassessment roll 2%. ose. cc ade inet wes ae ved Octris: 
Public Improvement Resolution IV..........s00es000e085 Oct. 18, 


TISDALE AVENUE—Graveling, Lyons to M. C. R. R.— 
For petition see card, Tisdale avenue, curb, gutter and 


EEAVE lle cess osce aeete Mele aM oat sera lo ties sulci asain gd June 21, 
ROMO TEDOI i Sa seach 1 hee 1h + odds bv Os fe dense Sept. 20, 
Schwa directed ‘totenavel’s .s4)04 cso. spied cel oa tia o aloes Sept. 20, 
Public Improvement Resolution! ].....6)..-..6.«.000. ..- Sept. 20, 
S. P. W. reports actual cost, grade and gravel........... Dec. 20, 
Engineer presents estimate and actual cost.............+. Dec. 30, 
Public Improvement Resolution IT............02-e00e00s Dec. 30, 


TISDALE AVENUE—Curb and gutter, Cedar street to Lyons— 


POR: aol Ga i) Mee taleallns oSkGs des Sole sede ae saan Sept. 7, 
Committee, report. fiance apes ooo 6 + hou a Sea eee ae Sept. 20, 
Public Improvement Resolution I...............e20.000- Sept. 20, 


TODD AVENUE—Graveling, Barnes avenue to Mt. Hope— 

Petition—see card “Curb, gutter and gravel, Todd ave- 
mac, Barnes avenue to Mt, Hope”...........00.0008eads June 14, 
BRMLLC’ FOUGGE ic erlnvicre hen ps oe des. 54 se. tO Sept. 20, 


1926 


1926 
1926 


1926 


1926 
1926 
1926 


1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 
1926 
1926 
1926 
1926 
1926 
1926 


1926 


1926 


1926° 


1926 
1926 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


INDEX 


Public Improvement. Resolution I............ vane Ales, <3 Sept. 
S. P..W. directed to proceed..... SUM bier S 3 ads ae Ae Sept. 
ook, We. Pepiris aetial CORES 0/05 ieee c bh a eesledd Ai Raed Nov. 
Engineer) presentssactial: costsascaccsswannwae tetas oe tek Dec. 
Public Improvement Resolution I]..............c.00008 Dec. 
Assessment roll presented, ‘estimate cost.............00 Dec. 


6, 
30, 
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TODD AVENUE—Curb, gutter, gravel, 1700 and 1800 block, Barnes to 


Mt. Hope— 
Gh iOm Mes e055, «8s oS ie cite dao oe Bed ara S a ae oe June 14, 1926 
Mayor and clerk authorized to sign petition............. June 28, 1926 
Se LODO Ecc cee esaee tc agnuscheseage«cavoneesn July 7, 1926 
Public Improvement Resolution I.............0cceseeees July 7, 1926 
Engineer presents estimate, etc............ccceeeeeeeeee July 26, 1926 
Public Iniprovement. Resolution: LL... 0c. ccc <onceee ne cue July 26, 1926 
Enginéér directed £6 “COnSEFUCE. 655.60 ccc cece seco te mreuins July 26, 1926 
Assessmeiit roll presented, estimated cost............000% Oct. 4, 1926 
Public Improvement Resolution III......... ef RBI 34: GE Ne Oct. 11, 1926 
Elleere tiie > Chesser Gd Sie ass. dias Se are:a, aise anager do breuae eauaarev care Oct. 18, 1926 
Public Improvement Resolution IV............0.080'0s ..Oct. 18, 1926 
TOWNSEND STREET—Curb and gutter, Main to Roberts— 
Engineer presents: actual cOsts ...6. 02.40 seeds case. s ade Mar. 29, 1926 
Assessment roll ordered to actual cost.............-ee00 Mar. 29, 1926 
Assessment roll presented, actual cost..............-+0+- Apr. 26, 1926” 
Public: Improvement Resolution Viiwi......c.sece sce acas May 3, 1926 
Public Improvement Resolution V.............-.0+- ue. ecti3; Tage 
TRAFFIC—Traffic lights— 

Resolution to install red light—Butler: and Kalamazoo 

CER) 5, et ths OM. al aes SA en sabe ates Jan. 4, 1926 
Resolution to discontinue red lights on Saginaw at Sey- 

mour and Capitol, substitute stop signs................ Jan. 18, 1926 
Petition for traffic light, Cedar street and Mt. Hope...... Feb. 1, 1926 
Committee report on traffic signal, Mt. Hope and Cedar..Feb. 8, 1926 
Resolution re: Traffic signal, Mt. Hope and Cedar, tabled. Feb. 15, 1925. 
Parking regulations, el Olds, referred_to Chief Sey- f~t° yLe 

mour Nd hadnt. reat ot, nS 7 ew 19, 1926 / 
Chief Police gives parking regulations Hotel Olds...j/...Apr. 26, 1926 
Resolution for traffic light, Pennsylvania and Sheridan...May 10, 1926 
Resolution for traffic light, Sheridan and Larch.......... May 10, 1926 
Resolution to amend traffic ordinance regarding parking 

Ce ig gis die 9 Ae ee a i PONE eee May 10, 1926 
Resolution to remove traffic lights, Capitol avenue, Sey- 

SOUP PAGINA oMy os cindati ads ecaar ed dette dette eee ox May 10, 1926 
Clerk notifies work of Traffic Committee completed...... May 24, 1926 
Traffic Ordinance read and referred.........0ceeeccevees May 24, 1926 
Sob Wate: place. "Stop Signs”). cies cacao dee Ld ew sees June 1, 1926 
Plain clothes men to patrol streets..............00c0005- June 1, 1926 
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Committee recommend passage of traffic ordinance....... June 
Committee of whole report progrtss on Traffic Ordinance. June 
Communication regarding traffic light at Kalamazoo and 


(uathiops Stree tae ys sata aex a oo ote he ho y settee aaeohee ones June 
Communication, report on light at Kalamazoo and La- 

RPA ODN fee ocver iehatshcslea cake Se RE | IML pee tht aed June 
Resolution to place traffic light, Walnut and Hillsdale....June 
Third’ reading of Traffic Ordinance... .../.0.0.05...005 June 
Placed in order of immediate passage..........0..0eeues June 
Repealing Traffic Ordinance No. 160.......... 0000 e cece June 


City Engineer to construct platform, Wash. and Allegan. .June 
Resolution to remove traffic light, Ottawa and Wash. 


BVCINED BG aise sashes ON dasiitan Cd seb aatae Dees tate ae July 
Chief Seymour reports traffic, Ottawa and Washington. ..July 
B. S. Gier writes regarding traffic tower...........e0005 Aug. 
Resolution to remove traffic tower, Washington and 

CNIS all Rea. ce tre sere areiee as ot ooo ral ad awe Aug. 
Petition traffic stop light, Isaac and Walnut............. Aug, 
Chief to remove tower and place traffic light............ Aug. 
Police to furnish “No Parking” signs, with charge for 

UN EBS Sides sl ase wipe es 6 mR AOS eb s ROR eee Aug. 
Resolution to secure 1000 copies, traffic regulations.......Aug. 
Resolution Chief make study traffic, Grand River avenue 

MCMV ASHITISEOM) 2% cuc0a ateheteee Mate oe acai wieiete ars omnes Aug. 
City Engineer to sell salvage from traffic tower......... Sept. 
Chief notifies’ regarding signal light, Kalamazoo and 

ee? We ih ole won, np ews 2 guitare hawk bed ae abaed kee Sept. 
Chief reports traffic at Washington and Grand River 

UVEITIS tren alana a gks.e Gales daere Dae Be OraAO NAS Sate acme ie Sept. 
Petition for traffic light, Kalamazoo and Washington..... Sept. 
Petition to disconnect bell for all traffic lights........... Oct. 
Resolution to re-connect bells on traffic lights............ Oct. 
Business men petition for right hand turn, Michigan and 

Washington Avenues ...h 2... 660. aeeeles echpotat yin aitlens . Oct. 
Chief recommends payment bill Washington, Michigan 

SEO es ware deh ed onano 4 able «xin Seg ey Cae peer Noy. 
Chief to obtain cost, 4 lights, Michigan and Washington. Nov. 
Chief to install signal, Kalamazoo, River, and Wash...... Nov. 
Petition for auto traffic light, Cedar and Mt. Hope, 

Or ANCE ase tiore LaBare acncurd ith s Sauurtumetetelsseeeeys Novy, 
Chief submits price, curb traffic light................0.. Noy. 
Resolution to place light, Grand Rivér avenue and 

SOULIAING ce dine es Gre ers «eee STE Ooo eS ee Nov. 
Resolution to place lights, Kalamazoo and River, and 

SMANOTON, " ., vos susan ts cus ba tde yw Melee ois bie mee Nov. 
Resolution to install traffic signal, Kalamazoo, ‘River..... Noy. 


Resolution to install light, Larch and Saginaw streets....Dec. 
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TRANSFER ORDERS— 
Resolution to transfer— 


$50 from Contingent to 1-A-2, City Clerk.............06. Jan. 4, 
$7,000 from Contingent to Poor Fund................06. Jan. 18, 
$200 from Contingent to Service Fund..............0000- Jan. 25, 
$1,000 from Contingent to Public Works 1-H-1.......... Feb. 8, 
$1,000 each to Sixth and First Ward Funds, referred....Feb. 8, 
$1,000 each Contingent to First Ward Fund............. Feb. 8, 
$1,000 each Contingent to Sixth Ward Fund............. Feb. 8, 
s }e2,0u0 each Contwmnpent: to’ Poor 1-B.....3.cc.adis ce sns ne Mar. 1, 
$1,000 each Contingent, Department Public Works...... Mar. 1, 
$2,000 each Contingent, Service, tabled 1 week........... Mar. 8, 
$3,000 each Contingent, Garbage Collection............. Mar. 8, 
$200 each Contingent, City Treasurer.............-.0005 Mar. 8, 
$1,500 each Contingent, Public Works 1-B-9............ Mar. 8, 
$100 each Contingent, Public Works 1-H-1............. Mar. 8, 
Resolution to transfer to Service Dept. Fund, tabled..... Mar. 15, 
Resolution to transfer from— 
2nd Ward Fund to Garbage, 1-A-9, $1,000, 
3rd Ward Fund to Garbage, 1-A-9, $1,000, 
7th Ward Fund to Garbage, 1-A-9, $1,000, 
7th Ward Fund to Service 1-C-9, $900, 
5th Ward Fund to 8th Ward Fund, $250.............. Mar. 22, 
Resolution to transfer from— 
Calcium Chloride to Public Works, 1-B-9, $1,422.37...Apr. 6, 
Curb and Gutter to Service, $1,400................... Apr. 6, 
Contingent to Market 1-A-9, $75...........cceeee noes Apr. 6, 
Curb and Gutter to Poor 1-B, $1,500............. poets Lupis Gs 
Prot 5th to 6th Ward Fund, $300. 05. ..0.05. Jed es Apr. 6, 
Resolution to transfer from— 
Moanicipal Court 1-A-2Z to. 2-Aw.. ccc cs Wess be ekecens May 17, 
Contingent to Poor 1-B (Kresh Air Camp) $1,000...... July 19, 
$1,000 from Contingent to Advertising.............. *,. Aug. 18, 
Resolution to transfer $500 from Contingent to Welfare 
fOr. Mite Auk CARD vis acca ws ee Set bo + 2 RETR ERS Oct. 4, 
Resolution to transfer from Board Review Fund to 
eMeSMeIEH NDI 2 OS a vcdivie «08h care the «ated ou Doeme ahaa Oct. 25, 
Transfer, from Contingent to Market................... Nov. 1, 
Committee report and resolution to transfer in Municipal 
RN WOMENS oa ge 6s sad on's seh a mann Aan 2a6 wa Ras oi7hs Nov. 29, 
Resolution to transfer, $40.00 Contingent to Assessors...Nov. 29, 
Resolution to transfer, $800, Contingent to 8th Ward 
EOE 4... Ed's Scare Qi carne one ak 8 se Re tate BS Dec. 13, 
TREES AND SHRUBBERY— 
Committee report I. Spagnuolo trees, South street....... Jan. 4, 
Resolution to remove tree, Michigan avenue east, Fos- 
26, 
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100 INDEX 


Resolution to remove shrubbery, Fairview and Michigan..May 3, 1926 
City Engineer regarding removal of trees, Kingsley court.June 14, 1926 


Resolution to remove Kingsley court trees, tabled........ June 21, 1926 
Remonstrance, public hearing, etc., Kingsley court........ June 28, 1926 
Resolution to remove trees, Sheridan street............. June 28, 1926 


TURNER STREET—Resurfacing, Clinton to Franklin— 


Assessment roll presented, actual cost..............00008 Mar. 
Public. Improvement Resolution. Vs.... 0.0 .c0s80008.90 88 Apr. 
USE OF CARS— 
Clerk authorized to draw orders monthly, for privately 
CUAL CCPC Gt Ae trie Ais exc oVowseitenc 0) sites ints tau she ow steaussbeaol Sree ene © June 


aC ttt MMR es See. 58 acest diy bs eA tstyn. trai Ganong Son Seal aLO suntan July 
Engineer directed to COnStruct.... . 4.30006 os ess sow sess aye Aug. 


VINE STREET—Grade and gravel, Clemens, Hayford— 


im F240. reports actual cost...) 04 hs 44d ea de Jan. 
Public Improvement Resolution II...............0eeeeee Feb. 
Assessment roll submitted, actual cost...........00eeeee Mar. 
Public Improvement Resolution II]...............seeeue Mar. 
Reviewino assessment ‘TOll.. J:aieg hs sa aaacr bee dees geuees Apr. 
Public Improvement Resolution IV...........0.0000e 08: Apr. 
Assessment roll ordered to actual coSt..........eceeeeee Sept. 
Assessment roll presented, actual cost..........sseeeeee- Oct. 
Public Improvement Resolution V....... bth tidus ngald ag Nov. 


VINE STREET—Ferguson to Custer, curb and gutter— 


So RD ED RAY CMe) Le ree er aaa eS, May 
Engineer presents cost, etc...........000005 Winer sr Js Were dap ae June 
Engineer directed to ‘construct i). 60 6.422008) 2 eke June 
Public Improvement Resolution II.............00eeeeee June 
Assessment roll presented, estimate..........0ssneeeeeees Oct. 
Public Improvement Resolution IIT...............8..000. Oct. 
Reviewing ‘assessment rolls)... ease eck en dees eek, 
Public Improvement Resolution IV............... Gee Oct. 


VINE STREET—Curb and gutter, Hayford to Foster— 


NP oe ace ater Rad haces sll ha da wa ode he SR ene Aug. 
Public Improvement Resolution I.:............. Bieta Aug. 


VINE STREET—Sewer, Magnolia avenue, 1-2 block east— 
Engineer presents actual > ERO Mee tS Dec. 


29, 
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VOTING MACHINES— 

Resolution to purchase, tabled one week...........e0000e Jan. 
Resolution to amend to pay for in two years, lost......... Feb. 
Resolution to putchase,, lost... i025 ti ke.e. wth vette Neyer Feb. 
Resolution to purchase six machines, cost to be placed 

in budgets of 1926 and 1927, lost, 9 to 4.............4. Feb. 
Decision of chair appealed from, sustained............... Feb. 
Resolution to purchase six machines, cost of same to be 

taken from Contingent Fund, carried, 9 to 4........... Feb. 
Resolution rescinding above resolution to purchase........ Feb. 
Resolution to submit purchase to vote, April 5............ Feb. 
Resolution to rescind above resolution............ se Sn Mar. 
Resolution to submit to election, and form of hallot...... Mar. 


D. A. Wolfe offers voting machines for use at election... Mar. 
Resolution to place voting machines in— 

8th Ward, Ist Precinct, ' 

3rd Ward, 3rd Precinct, 

4th Ward, 4th Precinct, 

6th Ward, 6th Precinct. 
Resolution to place 3rd Ward, 3rd Precinct voting ma- 
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25, 1926 
1, 1926 
1, 1926 


8, 1926 
8, 1926 


8, 1926 
23, 1926 
23, 1926 
1, 1926 
1, 1926 
23, 1926 


Gniiizes CISEWHETEA bo a hea ots ola oes + SLL. Hele Meatayee Apr. 1, 1926 
Resolution to place above machine in 2nd Ward, 4th 
NRT! fe Soles eWeek vos ook ck bila nthe « heals uw «sxe ee Apr. 1, 1926 
WALNUT STREET—Curb and gutter, Ionia to Shiawassee— 
12.3315 (0) 1 eA a LS. oalueas duedtne Same June 7, 1926 
POMMMLICT CE RENOLE .. eal ecaaec coved ales Hace Sime en unite une eleheterenee June 14, 1926 
Engineer presents estimate..... hinge Meena ee June 14, 1926 
Bngineer directed tGCONStLUEE «. ..3 sec) dedts neletiacle aerem June 14, 1926 
Pini Improvement Resoltition [. .\..4 6 cascaess even eu eae June 14, 1926 
Public improvement. Resolution, Bl. s..65 e406 sa as cts oe on June 14, 1926 
Assessor presents estimate cost roll................ eife sak Aug. 23, 1926 
Public Improvement Resolution: TI]...... 00... .cce sees Aug. 30, 1926 
INeviewine assessment. Goll, a os-¢ cus aweldatetit.s oa bees va ree Sept. 7, 1926 
Public Improvement Resolution IV..........00csceeeece Sept. 20, 1926 
WALNUT STREET NORTH—Paving, Franklin to Edmore—__ 
Petition, ....«. Ad} a wih pete art MR OO, 0 vo SE edie ca ay Feb. 1, 1926 
ASSITIM IE CE Ce REPOEU ac la’s 0s. «01 6,03 ROME Maloun, Gud 9 anaes ay Atle ene ies Feb. 8, 1926 
Public Improvement Resolution............. ayes eas blest Feb. 8, 1926 
WASHINGTON AVENUE—Paving, Genesee to Lenawee— 
Isnguieer repores actual’ cost eho ydies icediet Whierele dy dyalewas ..Mar. 15, 1926. 
Public Improvement Resolution V........ en Cae ae Apr. 6, 1926 
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WASHINGTON AVENUE—Widening, Shiawassee-Saginaw— 


Public Improvement Resolution MH... ...: 2... 89s. Se Mar. 15, 1926 
Rrigincer feporte. actual costii, 66s. da eo ee Mar. 15, 1926 
Assessment roll presented, actual cost. ......502...% 0008 Mar. 29, 1926 
Public Improvement Resolution’ TI y 3... +2. 006 S43 de aon an Apr. 6, 1926 
eviewing ansessment PONG io ess oe pad ou teks as ne ht ees Apr. 19, 1926 
Public Improvement Resolution IV..........0.ceeceeees Apr. 19, 1926 
Assessment roll presented, actual cost............2cee08 .May 17, 1926 
Public Improvement Resolution V...............0ee0008 June 1, 1926 


_ WASHINGTON AVENUE—Widening, Hillsdale to Lenawee— 
Petition to include this paving in paving bond issue of 


DIG GeRMEE owiehe naevus als awk dv es4 ot ks ss Ow oeeksenees Oct. 4, 1926 
Resolution to include in Bond Issue Nov. 2.............- Oct. 4, 1926 
8, 1926 


Resolution regarding underground work.............00. Nov. 


WASHINGTON AVENUE—Paving, 550 feet South of Mt. Hope— 


Public Improvement Resolution II.............ceeeecees Feb. 15, 1926 
Pnguieer presetits estimate COSt., op 16.0.6... s0s0enewe'ee es Feb. 15, 1926 
PSSESSITICIIE TOM. CSHIMALE COSE. sass, darn, s sens. aoneyereteiieratnne Feb. 23, 1926 
Mncitvece feports actaal COSt..iy fecess+cevass Jobeyendwes Mar. 15, 1926 
Assessment roll presented, actual cost.........++scee00s Mar. 29, 1926 
Public Improvement Resolution III.................005- Apr. 6, 1926 
Revewinon assessment Ollie. ahys-ctsy choses ces dete orb weet Apr. 19, 1926 
Public Improvement Resolution TV ........0.65000000ees Apr. 19, 1926 


Public Improvement Resolution V........ inp aes Medes June 1, 1926 


WASHINGTON AVENUE—Sewer, Lenawee to Hillsdale, east side— 


Construction Sewer «and Drains’ [)..... 00d. .s0055u050 Nov. 22, 1926 
Resolution clerk to advertise for bids...............2005 Nov. 22, 1926 
Construction Sewers and. Drains D...6. 64.65 e.o6 seas te Nov. 22, 1926 
Peeetane at omnenies Seta, 7 155 v's 6 a ve ao bk Mea ee Nov. 29, 1926 
@perainmre Ors iG Shakes a sencay cle re wee aa ive ore. aah Phas oa gO ate Nov. 29, 1926 
Awarding OF COG ACE 6a sian s Baas caw Nov. 29, 1926 and Dec. 6, 1926 
Engineer presents plans and cost, estimate............... Dec. 13, 1926 
Construction of, Sewers and Drains. JUL. i454 00s cmsaiene ss Dec. 13, 1926 


WASHINGTON AVENUE —Sewer, Michigan to Ottawa, east side— 


Engineer’ presents actiial cost ics so0345c ean, see ee varae June 1, 1926 
GonstructionofSewers and Drains 111. . 5 fisee pnt oe ae June 21, 1926 


WASHINGTON AVENUE—Sewer, Michigan to Ottawa, west side— 


Baginéer-presents acttal, cost.,..5......,.s.000eenne es June 1, 1926 
Construction of Sewers and Drains II]...5.....2.0..0005 June 21, 1926 
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WASHINGTON AVENUE—Sewer, Allegan to Michigan, east side— 


Bneineer presentstactuall cosh ie rieils ocho ec eeleno mre June 1, 1926 
Construction’ Sewers and Drains III.............0.0000- June 21, 1926 


WASHINGTON AVENUE —Sewer, Allegan to Michigan, west side— 


minders preseimte actual cost. id cade vexcen en's Agesu June 1, 1926 
Construction Sewers and Drains. ILM. cn 325 kctac ands Mae on June 21, 1926 


WASHINGTON AVENUE—Sewer, Washtenaw to Allegan, east side— 
Bngineer submits: actual) costs jsiiasc.dietls awd ods Mansa June 14, 1926 


Construction of Sewers and Drains III................. June 21, 1926 


WASHINGTON AVENUE—Sewer, Kalamazoo to Lenawee— 


Erigineer presents’ ‘actual \Cost)..co00 4 bs cee ee oeete eoreaterwne June 1, 1926 
IRS SESSMMCHit LOM PLESETILE Oty s,c6,0 @ wis: acal hc, ered oars lahahecel od eraal Oct. 11, 1926 . 
Public Improvement Resolution Vi... ..eca. ces ceesenee Oct. 18, 1926 


WASHINGTON AVENUE NORTH—Grade and gravel, North to 
Dwight street— 


Sire Wht Fete ACWAL CORE. 6 Gens aks ol yadss cwsee ean Jan. 25, 1926 
Bublic: Improvement Resolution: LD. «0.2... cess os cle vecren's Feb. 1, 1926 
Public Improvement Resolution II].................062- Mar. 8, 1926 
Nemiewine reassessment Toll. as jee nid WOR, vc < eels ue see Mar. 15, 1926 
Public Improvement Resolution IV.............000e cece Mar. 15, 1926 
Assessment roll presented, actual cost..................Mar, 29, 1926 
Public Improvement Resolution V........cccceecesesees Apr. 6, 1926 


WATER—Water mains— 


Petition for water main, Euclid place.............ccee0. Mar. 8, 1926 
Petition for water, Greenlawn east:from Cedar........... June 7, 1926 
Petition for water—Lincoln avenue............ceceeeece July 26, 1926 


WELDON AVENUE—Grade and gravel, Moores River drive to Edward— 


Assessment roll, estimate cost, 1926.........ceccceessers Jan. 11, 1926 
Public Improvement Resolution III..............0..0c00 Jan. 18, 1926 
Rewewing assessment oll. .vc.. co ees eeu nck s oh aeiele ats Jan. 25, 1926 
Public Improvement Resolution IV...............05. '....Feb. 15, 1926 
mere Wis PROSERLS, ACTUAL .COSEs 0s noc moa ¥iclebia eile stant eas Nov. 29, 1926 
Peeseagment rol, to actizal cost. 2. sade bade «de Shan wales Dec. 6, 1926 
Supplementary roll presented to actual cost............. Dec. 30, 1926 


WELDON AVENUE—Curb and gutter, M. R. D. to Edward street— 


Bewiser feports acttial Cost... ei. ise ces ccctoasees Mar, 15, 1926 
Assessment roll presented, actual cost.............0eeeee Mar. 29, 1926 
Public Improvement Resolution V...........ceceeeeeees Apr. 6, 1926 
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WESTMORELAND—Curb and gutter, Saginaw to Hyland— 


Bog ineer reports: ACHE CORE. a ebm: sis es secblee oem Mar. 15, 1926 
Supplementary assessment roll, presented................ May 10, 1926 
Public Improvement: Resolution V o.45. 02. esd en ae.ce Si oe May 10, 1926 


WESTMORELAND AVENUE—Curb and gutter, Ottawa street to 


Tonia street— 


Petition to curb, gutter and gravel............0.ceeceees June 
COOniinintee Beponty s..ee ee Teeth | dete dene acl Shea od iss July 
Engineer to construct curb and gutter............ sha hss July 
Public Improvement Resolution 1..............020000008 July 
Engineer presents estimate............ ccc cce cee ceeeeees July 
Public Improvement Resolution II.............. 002 cee July 
City Assessor presents estimate roll.............0ee cece Aug. 
Public Improvement Resolution III.............0eeceees Aug. 
Tewiewing assessment roll, 0 seecsussascas siastaews ave Sept. 
Public Improvement Resolution IV .......0.. 60000000008 Sept. 


WESTMORELAND—Grayel, Ottawa to Ionia— 


Petition—see petition for curb, gutter and gravel, West- 


Woveiana, Ottawa te Tdttia fn. foie soo cs nsseeneelaeces June 
SROMITIOR ETO Tt” hai mrns 4 cI cxf Saeco 0a steed are Reanaal oes Sept. 
5. P. W. directed to gravel. fo......06.5..00 ee ee Ae. Sept. 
Public Improvement Resolution I................seeeee Sept. 
Engineer Eckert presents actual cost...........00e00eee8 Dec. 
Public Improvement Resolution II................ sag wiles Dec. 


WILLIAM STREET—Curb and gutter— 


See “Isaac, William, West, Nipp and Everett Streets, 
Curb and Gutter.” 


WILLIAM STREET—Curb, gutter, gravel, Everett to Buffalo— 


PLUME Ges, Sas dab als vin Me cen eee Bisa Ses goNeReer June 
Comnmittes, Teport®. Gap selec pies ims adds Seed cose July 
Public Improvement Resolution I......... ah Sa aa July 
Engineer presents estimate........ Ts ee ae July 
Public Improvement Resolution II................000008 July 
Engineer ;dinected: to, constrict.) 5. cok sasuiliedse au saad July 
Assessment roll presented, estimate cost..............05: Oct. 
Public Improvement Resolution III.................02005 Oct. 
Reviewing assessment roll.............. ie: + oie ett Oct. 
Public Improvement Resolution IV.....6......0:snscesee Oct. 


SeelewWVVE MEPOhtSrACtUIAICOSts sach« cv si theme au plement Nov. 
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WILLIAM STREET—Gravel from Everett to Buffalo— 


Petition—see petition for curb, gutter and gravel........ June 14, 
Coinimittcen reports Lys. iaumaames fodiens. wate Suh ner Sept. 20, 
fee he WW directed: fm. proceeds ees ciglads Ma owctaey< ena Sept. 20, 
Public Improvement Resolution: Du. cu cactus tse 4 caves Sept. 20, 
City Engineer presents actual cost......... PE cre eI ae Dec. 6, 
Public Improvement Resolution I]........2.....0..00005 Dec. 6, 
Assessment roll presented, estimated cost...... Ride ar un ceaGue Dec. 30, 


WILLIAM STREET—Paving Logan to Division— 


Wawmcer reports actaal cost. 0.0%. oe he ts aes Slates Feb. 8, 
Resolution to return roll for correction..............0045 Feb. 15, 
Assessment roll, actual cost, presented..............0005 Feb. 23, 
Public Improvement ‘Resolistion Vis... 4 .ccen see. nade’ Mar. 1, 


WILLOW STREET—Sewer, Hapeman, Cleo, Cawood, Hyland— 


Assessment roll, presented, actual cost...............05- Sept. 30, 
Public Improvement Resolution IIT. . 4... 05.4..604 00085 Sept. 20, 
Review te AsneSsient LON ov. ck oc chbe owe eee ngaldd oes Sept. 27, 
Public Improvement Resolution DV . 20 sis oc lees fea enls = Sept. 27, 


WILLOW STREET—Sewer, Jenison to Westmoreland— 
S. P. W. directed to put streets in shape................ Aug. 30, 


WILSON, CEDAR AND AVON STREET—Sewers— 


BRSSasemontebOlks Presented. 1.4. ho a. 0 be s « olNdsies eta hss Oct. Pi. 
Public Improvement Resolistion V .. 06... uasevcccleceues Oct. 18, 


Phginesr Tepotis. .acttial cost... <p vsae is exbv sd cavedidene Mar. 15, 
Supplementary assessment roll presented............0... May 10, 
Publ Impfovement: Resolution Vi. .... 2.60.6. cca eines May 10, 


WOODROW, RAY, RILEY, AND LYONS STREET—Sewers— 


Revie Wille: ASSESSMEINE COMM... 0.5 sve sede S af om. ven ore, sen elas 6 208 Jan. 4, 
Reviewing assessment roll... ic. ccs. gles case neg eines Jan. 11, 
Public Improvement Resolution 1V .oss.oe rs e rs Jan. 18, 


WOODROW AVENUE—Curb and gutter, Ray to Cedar street— 
Public Improvement Resolution EV... ..02.-. 046s ees eden June 1, 
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